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Railway earaiegs * the United States for the six 
months ending June 30, 1893, show increases in both 
gross and net, according to statistics covering 121.,- 
173 miles, or 69.2% of the total mileage of the coun- 
try, collected by the “Financial Chronicle.”’ The re 
sults of operations for the six months is given as fol- 
lows: 





Ine. 

1893. 1892. 7, oi 

Gross earnings..... $438,662,810 $423,542,661 3.53 
Operating expenses. 311,841,013 297,978,698 4.60 
Net earnings...... $126,821, 797 $125,563,963 1,00 


The comparison is better than would have been 
thought likely, considering the general depression in 
business. Classifying the roads by groups it is found 
that four, the New England, Trunk lines, Northwest- 
ern and the Pacific, exhibit decreases in net earnings 
varying from 5.37% to 1.28%, all others showing in- 
creases over the corresponding period of 1892. The 
largest increase in net is shown by the Middle West- 
ern group, 14.49%. It is to be remembered in con- 
sidering these figures that the present business pros- 
tration di@ not begin until after July 1, so that its 
effects are not felt to any great extent in railway 
earnings of the first half of the year. At present 
earnings are showing large decreases. 


A memorial gate is to be erected at Detroit in 
honor of Chauncey Hurlbut, a former member of the 
Board of Water Commissioners of that city, who in 
his will bequeathed a large fortune to the city for 
the maintenance of the grounds about the pumping 
works and reservoirs as a public park. The memorial 
gate will be erected at the entrance to this park. 


The Midwinter International Exposition, to be held 
at San Francisco this winter, promises to be a copy 
on a very diminutive scale of the Columbian Expo- 
sition; the buildings proposed in the prospectus have 
the same names as those at Jackson Park, and are 
to be ornamented with the staff decoration that has 
proved such a success there. The list of buildings at 
present announced includes a Manufactures and 
Liberal Arts building, 450 x 200 ft.; a Fine Arts build- 
ing, 120 x 60 ft.; an Agricultural and Horticultural 
building, 300 x 125 ft.; a Mechanical Arts building. 
27% «x 175 ft., ete. The transcontinental railways have 
announced that exhibits shipped to San Francisco 
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will be returned free, or, in the 
goods or articles which it is not desired to return, 
special reduced rates will be given. The promoters 
of the Exhibition doubtless hope that a goodly number 
of the exhibitors at Chicago will be glad of the op- 
portunity to take their goods to another point where 
the public can be attracted after the Columbian Ex- 
position closes. 


case of perishable 


Chicago's unemployed are to be work on the 
Chicago drainage canal so far as possible. The con 
tractors who are behind in their 
pressure brought to bear 
their force. On the section between Summit 
miles, work is to be undertaken at 
the Drainage Board without the letting of 
The resumption of work on the MeArthur 
tion when that contract is relet will also give employ 
ment to additional hands 


xiven 


work, are 
to induce 


to have 
them to increase 
and Chi 
cago, 7 onet by 
contracts. 


Bros. sec 


Air brakes are being applied to the eleetric cars on 
the Atlantic Ave. line in Brooklyn. 
Three officers of the Old Colony R. R, have been 


sentenced to one month’s imprisonment in the House 
of Correction for rioting in 
an electric railway company to lay a 
over the Old Colony tracks at 
The officials who are in this 
Johu ©, Detective 


Bryant. 


resisting the attempt of 
crossing 
Aug. 16. 
Supt. 


Roadmaster 


grade 
Abingdon on 
predicament are: 
Sanborn, Bailey and 
A new form of electric are 
Louis E. Howard, of New 
by Prof. W. D. Marks in 
Electrical Congress at 
closed in a tight glass globe of small size, closely 
fitted to the lower carbon, and fitted to the upper 
carbon as tightly as is possible without interfering with 
its motion. When current is first turned on, the oxy- 
gen contained in the air in the interior of the globe 
at once combines with the carbon to form carbonic 
dioxide, so that the globe is soon filled with a mixture 
of inert gases which cannot support combustion. The 
carbon vapor from the glowing are is deposited on 
the interior of the glass and so confines the radiant 
energy from the are that the whole globe and the 
gases within it become heated to a high temperature 


lamp, invented by Mr. 
York city, was described 
a paper before the 
Chicago. The 


recent 
carbons are in- 


and glow like the carbon in an incandescent lamp. 
The are itself can hardly be distinguished, the light 
appearing to proceed from the whole mass of the 
globe. Of course the glass globe must be of highly 
refractory material, and the smaller its size the higher 
the efficiency. By way of comparison it may be said 
that ordinary incandescent lamps give from 150 to 


200 c. p. per electrical HP. of energy consumed; the 
arc lamp, from 500 to 1,000 c. p. The new lamp above 
described is said to have showed an efficiency of 858 
c. p. per E. HP. in tests recently made at Cornell. 
The advantages of the new lamp are its greater 
steadiness, pleasanter light (the intense glare of the 
ordinary arc lamp being done away with), and saving 
of carbons, the consumption of the positive carbon 
being only 1% of the consumption in an ordi- 
nary are lamp. 


to 5% 


The most serious railway accide ut of the week, and 
ot many weeks, was a rear collision, which occurred 
at 11:45 p. m. Aug. 26 on the Long Island kK. R. in 
the outskirts of Long Island City, and which caused 
the death of 16 persons and the injury of 30. The 
train run into was a heavily crowded extra from 
Manhattan Beach made up of an engine and five day 
coaches. From some cause still in dispute this train 
was stopped in the block between the Berlin and 
Bushwick towers. The tower man in charge of the 
signals in the rear of the train claims that they were 
properly set at danger. A train from Rockaway Beach 
which was running close behind ran past the block 
signat, which the engineer claims was set at safety, 
and crashed into the rear of the Manhattan Beach 
train just as it was getting under way. 

Whether the tower man or the engineer was at 
fault will require the official investigation to deter- 
mine, as each lays the blame on the other; but such 
corroborative evidence as is at hand tends to fix the 
blame upon the engineer. An investigation of the 
circumstances of the accident is to be made by the 
coroner’s jury and by the State Railroad Commission. 


Another serious collision . occurred in the vicinity of 
New York city only a few hours earlier than the one 
noted above. Two passenger trains on the Harlem 
k. R. met head on while passing around a curve in 
a cutting near Dykeman’s. One passenger and the 
engineers and firemen on both trains were killed and 
six others were injured. The collision was due to a 
mistake in the meeting orders, the responsibility 
for which lies between the train dispatcher and a 
telegraph operator, who received the order. Accord- 
ing to one statement the operator, under close ques- 


165 
tioning has confessed that he anticipated the dis 
part fixing the mec 


received it over thie 


patch, or wrote out the 


before he 


ting place 
wire 

The severest wind storm that has be« 
ept the Atlantic 
England on Aug. 28 
and the 
tended as far 
damage 


i experienced 
coast from Florida 
causing great damage to 
loss of many lives. The 
westward 


for a long time sw 
to New 
property Storm ex 
as Chicago, but the greatest 
Was done in the South, in cities along the 
oast 


The wire cables attac hed to an 
Woman's Building at the Columbian 


on Aug. 25, and the car fell 


elevator car in the 
Exposition parted 
about 6 ins. before it 
Wis stopped by the safety 
jured but the ace 


catches, No one was In 


ident came near causing a panic, and 


deserves 


wn investigation A passenger elevator should 
be suspended by cables with a sufficient factor of 
sifety to make breakage impossible 


A bridge accident on the 
Eddie Lick, Pa., Aug. 26, 
correspondent 


Beech Creek R. R 


ix reported 


hed 


as follows by a 


The accident was caused by a train parting Phe 
drawhead pulled out and dropped on the rail when 
the train was half way over the bridge. The cars left 
the track and knocked the bridge down. completely 
wrecking it. The bridge was a 1%2-ft. pin-connected 
through Pratt truss, built by the Keystone Bridge Co 


in 1884 

rhe foundations of the new Stocl Exchange build 
ing in Chicago consist of piles and wells filled with 
concrete, the latter being used where pile-driving 


would be dangerous to 
top stratum of mud in 


clay about ft 


adjacent buildings. Below the 


this locality is a stratum of 


deep containing about 17 Ibs. of 
cubic foot of material. This water squeezes 
out gradually under a sufficient load 
is an outlet, and though 
1% to 2 
load then gradually 
age rate of about 


Waiter per 
as long as there 
this clay will 
foot for 
commences to settle at the aver 
1-16 in. per 


support from 


tons per square several days, the 


month and may con 


tinue to setile thus for years. Gen. Wm. Sooy Smith, 
the consulting engineer, determined to found = the 
building upon the hard clay stratum below” this 
water permeated stratum, and used piles mainiy 
for this purpose. The wells employed near other 
buildings were 5 ft. in diameter and about 55 ft deep 


They were made about 3 ft. 


When the 


of oak poling boards long 


supported inside with steel hoops hard bot 


tom was reached the column was widened out in a 
cone with a 7% ft. base, and the wholé filled with con 
crete forming a solid base for the heavy building to 


be placed upon 


Bulletin’ issued in 
the World's 
newspaper and 


The ‘Souvenir 
Day, Aug. 26, at 
ample of rapid 


t pages, 


Machinery Hail 
Fair, is a striking ex 
work it 
mill was 
stock for this issue of 
reafter the paper 
this re 
paper-making, 


mechanical 
octavo in size, but the 
started at 10 a. m. to make the 
the “Bulletin,” and in 683 minutes the 
was printed ready for 
sult the resources of electricity, 
easting, type-setting and printing harnessed to 
gether. The Western Union Telegraph Company 
direct connection between Buzzard’s Bay, Washington. 
D. C., and the Mergenthaler exhibit of linotype ma- 
chines. The keyboard of one of these machines 
operated by a man capable of reading the messages 
from the wire and manipulating the keys at the same 
time. This machine set and cast the type ready for 
the press. Meanwhile the paper was being made, 
finished and cut, commencing with the paper pulp, by 
the machines of the American Paper Makers’ Exposi 
tion Company, and the printing was done on the “new 
movement’? Campbell pony press at the rate of 3,000 
copies per hour. 


is only paper 


issue, To accomplish 
type 
were 


made 


was 


The sewage polluted water surrounding the pier of the 
Albany Day Boat line at the foot of Canal St., at 
the North River, is being treated by a plant erected by 
the Woolf Electric Disinfecting Co., of New York 
The process was described in our issue of July 
13, 1893. The Canal St. plant discharges 1,900 or 
more gallons per hour of the electrozone into the 
water of two slips through jets and atomizers some 
6 to 10 ft. apart, connected with a 1%in. wrought 
iron pipe. The pipe is only a foot or two below the 
floor line of the pier, and the spray of electrozone 
is thrown outward into the air instead of discharged 
under water, as might be expected. It is claimed for 
the plant that it will deodorize and disinfect the water 
in the slip and render harmless any gases arising from 
it. The cost of the plant is said to be $4,000. 


The application of an electric feeder to the Gatling 
gun has, according to a Hartford news item, almost 
doubled its capacity. By applying a small electric 
motor to the breech of the gun Dr. Gatling has suc- 
ceeded in increasing the rapidity of fire from 3,120 
times a minute to about 5.000 times per minute. 
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THE HISTORY OF THE HAVERHILL AQUE- 


DUCT CO., 1801-1892, 

Within the past few years several .cities of size 
small cities and towns have bought the 
works of the companies furnishing their water sup- 
It seldom occurs that a price can be agreed 
without arbitration, and in the course of 
such proceedings engineers are often called upon 
for testimony of a more or less technical nature. 
Aside from mere questions of construction and its 
expense, there are others of great inmyportance re- 
to the rights and franchises of companies 
have interest, at least, to engineers, 
to the officials of water com- 
jainies and holders of this form of securities. 

One of the most interesting recent changes from 
private to public ownership occurred at Haverhill, 
Mass., in 1801-2, where the Haverhill Aqueduct 
{‘o, took steps to supply water as early as 1801 
and did actually supply it from 1808 until it sur- 
retulered its works to the city in 1891. 

Under statutes which will be referred to further 
on, but which are common, with possible variations, 
to most other Massachusetts cities or towns where 
water supplies are furnished by private companies, 
on July 6, 1891, the city of Haverhill ‘‘took” the 
works of the Haverhill Aqueduct Co. and soon 
after the Supreme Judicial Court appointed as 
commissioners to fix the price to be paid for the 
works Messrs. Geo. O, Shattuck, John E. San- 
ford and Weston Lewis. 

An attempt made in 1798 to secure the incor- 
poration of a company to supply Haverhill with 
water failed through opposition of the people of 
the town. 

In ISOL Benj. Willis, Jr., one of the, first directors 
of the Haverhill Aqueduct Co., and others, applied 
to the town for permission to conduct the water of 
Round Pond into any part of the town. The re- 
port of the town meeting of May 14, 1802, shows 
the manner in which an application for a water- 
works franchise was treated 92 years ago in a 
Massachusetts town, when only five towns in the 
wnd 17 im the United States had public water 
supplies. Preserving the orthography and punctu- 
ation the report, so far as it relates to the petition, 
is as follows: 

The Report of the Committee 'on the 
Jamin Willkis, Jun., 
Voted that the 
Selectmen for 


and many 


plies. 
pon 


lating 
which some 


and great wterest 


state 


Pitition of Ben- 

and others was read and accepted. 
Report be left in the Care of the 
their Regulation. 

The Committee on the petition of Benjamin Willis, 
Junr., and others report that in their Opinion the bring- 
ing of the water in pipes from the round pond for the 
supply of the Inhabitants in the Center of Town would 
be of public Service and if there has been no previous 
Grant of right of the water for the use of mills (which 
your Committee have not had time to examine into) 
they recommend to the Town to give leave to the pe- 
titioners and others to form a company for that pur- 
pose under such regulations as will Intitle any Indi- 
vidual in the Town to a right in Said Company pro- 
vided he becomes a subscriber for which purposes 
the present petitioner shall have a Subscription paper 
in Sum publie place and give notice in the Haverhill 
paper of the sam and no person Shall be all allowed 
to Subscribe for more than one Share untill the Same 
as been So offered for ninety days at the expiration 
of which time the Subscribers may take all Shares not 
before Subscribed making in the whole not less than 
an Hundred and Call a meeting of the Subscribers to 
form rules and regulations to be offered to the Town 
for their further approbation. 

The action of the selectmen on this report is 
not stated in the information at hand, but in 1802 
the Haverhill Aqueduct Co. was orgewnized with 
100 shares of stock, the number named in the re- 
port, and in 1808 it began to supply water from 
Ktiound Pond. 

The company organized under an act of the 
Massachusetts Legislature dated Feb. 21, 1799, 
entitled, “An Act Enabling Proprietors of Aque- 
duets to Manage the Same.” Under this act pro- 
visions were made for the organization and gen- 
eral conduct of aqueduct companies. Authority 
was given such companies to hold real estate to 
the value of not over $30,000, but the right of 
eminent domain was not granted and no provision 
was ueide for the acquirement of a water supply. 
Power was given to dig up streets and lay pipe in 
the same, but only upon written permission of a 


majority of the selectmen of the town. The im- 


portant provision was inserted that any town, in 
which an aqueduct had been placed under the pro- 
visions of this act might draw water from the 
same for fire protection without paying the com- 
pany for the water, the town to provide the neces- 
sary facilities. Under the last-named provision 
the town and afterward the city established fire 
hydrants, free of rental. 

In 1867 the legislature authorized the company 
“to take and use the waters of Round Pond and 
Plug Pond, so called (now Lake Saltonstall), and 
Kenoza Lake, in the town of Haverhill, to supply 
the inhabitants of said town with water.” The 
use of water to drive machinery, otherwise than 
by steam, was prohibited, as was raising the high 
or lowering the low water mark in the ponds. 

It will be noticed that the company was given 
authority to “take and use” the water of Round 
Pond, which it had been using since 1803, this be- 
ing the first legislative permission obtained by the 
company to draw water from this or any other 
source. The act also gave the company the right 
of eminent domain, for the first time, and author- 
ized it to hold real and personal estate to the 
amount of $100,000. 

The act also contained the important provision 
that the town might at any time thereafter pur- 
chase the company’s works at a price to be agreed 
upon, or in case of non-agreement, at a price to be 
fixed by three commissioners appointed by the 
Supreme Judicial Court. 


Under this act the company began to supply 


exclusive and perpetual right to hold the waters of 
Round Pend, Plug Pond (Lake Saltonstall), Kenoza 
Lake and Crystal Lake, great ponds within said 
city of Haverhill, as a source of water supply.” 
Full powers for the construction and operation of 
works were granted the city, but it was stipulated 
that the act should not “be construed to lessen, 
impair, enlarge or affect the franchises, rights and 
property heretofore hwwfully granted to the or ac- 
quired by the Haverhill Aqueduct Co.,” or in 
any manner affect the rights of the city to buy the 
company’s works. The city “took” the works July 
6, 1891, as has been stated, but the company re- 
mained in possession until Nov. 14, 1891, and col- 
lected all rates for water used to Dec. 31, 1891. 

The total drainage area of the four ponds, as 
determined from the state topographical maps, was 
taken as about 3,200 acres, or some 2,700 acres 
excluding water areas. This was agreed to by both 
sides, subject to correction. Some of the testimony 
taken was to the effect that this area was too small, 
mul some that it was too large. 

The engineers’ estimates of the average daily 
water supply that could be drawn from the supply 
ponds was made up on a somewhat different basis. 
as will be seén from the following: The average 
daily yield of the drainage area through a long 
period of years was estimated by Mr. Wm 
Wheeler, of Boston, as 3,329,000 gallons. The aver- 
age daily yield in the driest year was estimated by 
Mr. Nathaniel Crafts, of Boston, as 3,652,500 gallons. 
These estimates were based upon the use of the 
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water from Lake Saltonstall, 
to pump water from Kenoza Lake to Round Pond, 
to supplement the gravity supply. In 1879 a 2,000,- 
000-gallon Worthington pump was erected at 
Kenoza Lake and a 200,000-gallon stand-pipe was 
built and put in use for high service. In 1880 or 
1881 a second 2,000,000-gallon Worthington pump 
was added at this station. 

In 1879 the company bought a small reservoir 
supplied by springs, used by the Silver Hill Aque- 
duct Co. to supply a few houses near the reservoir. 

In 1882 the company acquired mill privileges 
on a stream flowimg from Crystal Lake, in the 
western part of the city, and in 1884 it secured 
from the legislature authority “to take and hold 
the waters” of this lake for the purpose of increas- 
ing its water supply. The act granting this priv- 
ilege was in intent much like the act of 1867, out- 
lined above, containing the same privilege for pur 
chase. The company laid a pipe line from Crystal 
Lake into the city and began to supply tang from 
the lake in 1885. 

In 1889 a 560,000-gallon stand-pipe or sits was 
erected by the company. 

In 1891 the city of Haverhill petitioned the 
legislature for authority to use the water of the 
four lakes forming the source of supply of the 
Haverhill Aqueduct Co., subject to the rights of the 
company, for the purpose of supplying the city with 
water. The legislature granted the petition under 
condition that the city should buy the “franchises, 
rights and property” of the company, after which 
the city, by terms of the act, should “have the sole, 





and in 1871 util 


four ponds in their present condition, and were 
subject to increase by the possible increase of the 
storage capacity. Mr. Desmond FitzGerald, also 
of Boston, took a more conservative view and based 
his estimate on a change of location of one of the 
dams and the abandonment of Plug Pond, as be- 
ing unsafe for future use, owing to population in 
its drainage area. His estimate of the safe yield 
of the three remaining ponds was 2,600,000 gallons 
per day. The capacity of the omitted pond was 
not claimed by any one to be more than 270,000 
gallons per day. The population of the city in 





June, 1890, was 27,142. The extent and char- 
acter of the whole pipe and conduit system of the 
water-works at the time of the taking, July 6, 
1891, was as follows: 
Wrought Lead Wooden 
Size, iron and Cast and intake 
~*~ cement. iron. iron. conduits. —— 4 
16 20.736 bias 22,116 
12 Te: Ss aeeeee, | ph beee 13,605 
10 ae >) nn. ehteas - \eteee’ 7,823 
8 9,991 é 273 
6 16,840 eesee 1,107 
4 15,542" hans 65,743" 
eS. - Vgiseck © Soeee c webwae Stokes 587 
os “a 21,084 
TASH ees ts 2 ED Nadine 786 
hain 7) eet 1721 1,721 
Total ft. 72.645 134,596 “8786 aoe 218,757" 


“miles 137 25.5 ‘ 41.4 
* A discrepancy of some 700 tt sedis the report of 
the case, so that the total len of 4in. pipe and the 
grand total above is about ft. larger than in the 
report, 
+ 1-in. and less. 
The total number of gates on the system July 


6, 1891, was 266, including 51 blow-offs. num- 





































7 Been 5 ‘aS os ree > oo) . ANS cat) Ay 4) ese} iow = GAN SKlP OM ATCA 
lgojoes 2 BFS ass Foe Nx 8x6 ld RP Os Ks) eae] |e \ gta te COX, 1g Tle 2 SGM ° SUIPAUATO 
4 . ~“. S AN AP aM*xE le oS Co Cc - \ SS) Lah ee Le e 7 
4 NS o. RRS = a \ j f \ j Fe £ 2S Sif wine . 
: ~ kes ‘ ~ : f | en ame 
Acie Seles TFS eg? aa a ° oun : ioe trae \) Festi tr | ta fee, 78 SAIS aE WC 
boy Pt EE ens = = > ee - y wOk att t 1 i , ‘x “ 
pigs te sae ied a eS y 3 oe oat} At + t ike? rt 
A : : : : er Fz i ade eu / ' \ w, £ a 
is Wx 6 ep athens sor ; Ii } | | -wamog ey Hy [OLA 
te Mi a gs x E x iy ct% . . ah deemencicnene , = 
i oe 5 86 MONS 
XN Oy GE P's Bs shi (Og : 7 _ 
s ‘ Qj Sa Ob SH O _| 
OL EX F5e UO ey » 
OUOG 210) MtOfog 4} | oe 
; . 


















7 - —_——s* Pe a meen 
> Fora Oc € 7 yim por? ee 
y PORES FONE / 8 BEES LM . As* | —s _ 
ee Reb fois 7 Er Side 9 (ues ee . Fie ve ey EL i lceannamnnead St 
t SK Ef OB xed l j i | | } 
Pet A a | | 
u a ns i | 
ae id 
sft ho a oe badd at 
aS e 
-_ 


‘SSNYL 3dIS 4O STIVLIG 
KK Bare FE 6 76 Fee bep, 91 Bate Kel a ' 


reaucaerehono ns 


jp SA br oea ge eeia a ; ees ee ee a fe 
c oo @ 0 code tat ste log Hs i ; 
Fe f° os 
oS ot Sold 
. 7 
5 

















9 oho FO TAO) 4 9h6 c > bo ok ) ei 
enc cesekee of ) Lk ao dha a 1d tee RM 


2 a m boirate a “ ex, f da 0 OT 
Sela in m/f i g , 5. $Y, Peet aia ue 








—— Fe OK 
Cea cata 

arse ooze) «9241 08 
. 


EEO Sd IOod fe 
syog pes 40 siany, 2 ff 





96x Free wal as pal El =" Bx apsidd 





GK ERG id id 





* 


O01 #504 SAS 
ERE 7¢\ ve 
“Gid2s 1x4 ~W das 
———  bandenndeieaannndel 

won Wh ELI Id AAS 
o 
oi 
0 
B 
SS 
» 
a 
soe 
= 
ge 
se 
Seas 
408 101 id id 
ORL E NTRS 
o ° sapiermeninatertir: 
01%, F421 id 
GE%EH 





450d 








‘2 > —_e 
- $ 
/ : 
. Ss 


oa 
x 


¥e 
wa2662 =4 





‘IM foo 0, 





sgay fo 


— 
ae ae 


_ «GtX \ 
ee of 7 gee- 


— 





‘€681 ‘LE LSNONV ‘SMIN ONIMZINIONZ OL LNIWIIddNS 











‘AM “AG ADEA 86 HAND ‘SHOS © Lee “SYKO 


ugoulBuy eBpug ‘uoswoy) *H ‘0e5) 












‘s9oulBUZ jo1yD ‘ee y 107A 
‘YY YSAIN NOSGNH ¥F IWYLNSD MYOA MIAN a. ee ihe nn a 





oan 2 
wee s2 






* UOLI@UUIOD SSMuL PUD : 
sapsic) Bursioy buo7 jo sj1ayeag 


1, 9m 
2,5 
a9 
Lf 

Gx, 









JTEVINYNL JO S1IVi30 





PUFA PUT, OBZ _ 


swig, £1.35 2 wuem wang wo pow) “y NX 


>» 
; 
BUY, L018 28 Id 
LEEPER s ERLE F 








“apg Buunquysig bu07 





72\". f 
f /\o 


BRIS 
AE HFE 9 5 
his 
Sua)" 


232 | oie 





2. 









t. 2b 10% 


oe ‘ 
ign font “ iW 42PAO JO PUR pul 
haste fh sees “ A editig eur vouseuuC> 


Siedosobis 


yBnouy, Buimous u01490S 


“ 










“ods jo YPN 








oo F 9K 9sTF 











































































K 
| Wed's 7a ‘sa ‘% Wer 4? ene 
Sea |: | Base *s: ME ise 
a4 eee [O18 
y's ; a, ¢ ' “uW,, 42pig 
ses | | Poe. oe ® ‘Buunquyeg uous tr 
| aed ti fas: ss IMR yo sito~q = 
cafe eu) Poles Se |} 38 
| el a} °, %, | . 
| eed | ss |: 
"dhe . ts -o*s he 
Rn Bem Me Y 
v _y 0 seatenetineaiiicedaieniiannt iaitaliaiceniiiaisscieascesil 
FO ge VG Unban FZ, YUM 20207 
vel wen ee ye ie 67% nus 
Mal idl is 
ee | aa : 
~ a | ‘ . | % 
| Mehieias S Z 2 
° \ degctasseie ay z 
as a | | ‘ong ¥ py boot in ea ee g 
> ny a oe Mia Sak: 
: shyseorma| (eae | espe + OF i 
; ms «8% $s } 149% 4X9 +57 : 
° | were = 
ol A ll 4 
; S fe 
. horn Sooke £7 
wi £/% nM ed 
= . 
be ‘ SS 
~§&, a a (bail Og 
¥* >, & " 
?.|| > 
lasts - - 
ADA ; 38 ~ , ' i | os 8 
Ses <33 2 aS $4) oe of | De BK @ m4 y as 
AR 4 te NM AP UM*%E*b6 Td Ne Ps . EFL STE) ( ep 
8S 5; ee g Se. Ore aay | Ae oS cae * 
a eer an o & “UE S rn xt ra) EWE” CXe 7H Maen fo BNELAO 
— c = S Sag R ‘ my yep ‘4 
a il in Lp ts y > \ + ‘ahd ‘ ih, St ahi Bis ati 


wh, o™eT % 
bags SPN 
L100 6 PLL A1OS LBA, 104, JOLLA, PY 














Aug. 31, 1893. 





ENGINEERING NEWS. 





ber of service taps on the same date was about 
3.300, nearly double the number about 10 years 
previous, April 30, 1881, which was 1,776. 

The financial history of the company, consider- 
ing the 90 years of its existence, is very complete 
and interesting. 

The construction account from 1802 to July 6, 
1891, was $490,040. This includes real estate, 
legal and traveling expenses and other items, some 
of which the city claimed should have been charged 
to the expense or operating account. .The company 
chimed no present value for actual construction 
prior to May 1, 1866, althongh some of that con- 
struction is still in use. Including $14,035 paid for 
real estate prior to May 1, 1866, and deducting real 
estate sold, the company claimed that tie cost of 
all their real estate and works proper, of value on 
July 6, 1891, was $344,592, of which $295,051 
was the actual cost of construction of the present 
works, and $49,541 the cost of land, buildings and 
mill rights. 

Of the $490,090 claimed to have been paid out 
for construction and real estate, all was derived 
from earnings except $19,137 assessed upon the 
shares prior to 1856. 

The yearly dividends and assessments of the com- 
pany from 1802 to 1891, inclusive, were presented 
at the hearing and are given in the accompanying 
table, the totals at the end of each year having 
been added as a matter of interest. 

In 1882 the stock of the company was increased 
from 100 to 1,500 shares and its par value placed 
at $200 per share. The new stock was mostly held 
by two men, a resident of Philadelphia owning 720 
and a resident of Haverhill 600 shares, in addition 
to which an out-of-town estate held 105 shares. 
Popular complaint arising against the company it 
was decided to try to quell or lessen it by distribut- 
ing stock among some of the prominent citizens. 
The large local stockholder thought that the super- 
intendent of the company, who had served it long 
wnd faitatully, should be given an interest. The 
Philadelphian was therefore requested to give the 
superintendent some stock, since as a non-resident 
he had not stood the brunt of building up the com- 
pany and done a large amount of work without pay. 
Accordingly this non-resident holder donated to 
the superintendent 45 shares of stock, the same 
number to some one else, not named, and placed in 
the superintendent’s hands 30 shares te be sold at 
$250 a share to such parties as three of the local 
stockholders, including the superimtendent, should 
select. This was called a “strengthening process.” 
The stock was sold to bank and city officials and 
others, prominent men, in lots of from 1 to 10 shares 
and only one person to whom it was offered refused 
it. 

A comprehensive exhibit of the recent financial 
operations of the company is presented in the table 
below. This table gives the expense account, gross 
and net receipts, total dividends and the cost. of 
construction for the years 1871 and 1876 and for 


the 11 years 1881 to 1891, reported by the company 
as follows: 


Expense Gross Net Divi- Construc- 





she “st Gause | Stnios 
od 13964000 
33.803 «= 24,610 :12,000 MAL 
59,419 25.077 120 ALE 
45.962 2790 12,000 16,063 
4.910 29,503 15,000 6,680 
60.568 34476 = 18,000 7,0499 
87.554 41.904 18000 © 86,792 
65.940 736 «= 18.000—s«10,.699 
72.253 52700 18000 27454 
78479 58120 18.000 10.909 
85,205 18,000 21,890 


Coming now to the price which the city ought 
to pay the company for its property, the engineer’s 
estimates of the cost of replacing it may first be 
given. Mr. Desmond FitzGerald, M. Am. Soc. 
C. E., estimated the cost of replacing the present 
plant, excluding real estate, water rights and legal 
expenses, and including engineering and contingen- 
cies, at about $272,000. An estimate made by Mr. 
Freeman C. Coffin, independent of the above, placed 
the cost at $266,087. Mr. FitzGerald estimat 


that to put the present works in proper condition 
to meet the wants of the city $352,000 would be 
required, and Mr. Coffin placed the cost at $283,- 
000 for the cheapest and $382,000 for the best plan. 

In 1890 one of the directors sold 1-12 of the 
capital stock of the company, or 125 shares, to the 
superintendent at $250 per share, which would 
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make the whole stock worth $375,000. This, the 

city urged, indicated the value of the property. 
Both sides agreed, it appears, that the value of 

the. constructed works and real estate was in 


-the vicinity of $350,000, but the company claimed 


liberal compensation for the value of its franchise 
and prospective earnings at the time of the taking, 
and also for the rights to the water of the four 
great ponds. Considering only net earnings as a 
basis of present value the counsel for the company 
argued that the earnings 10 years hence should be 
taken. From the past increase in population, num- 
ber of taps, operating expenses and revenue, the 
engineer for the company, Mr. William Wheeler, 
estimated the net receipts in 1901, 10 years after 
the taking, as $125,170, and from this a valuation 
of $3,000,000 or more was deduced. In answer 
Mr. Wm. H. Moody, one of counsel for the 
eity, urged that while in operation the company 
was entitled to earn a fair dividend and money 
for the replacement of the plant and that the city 
was also entitled to purchase the property at such 
a price as would enable it to do the same. If the 
$60,000 of net earnings shown in 1831 by the 
company was more than a fair and reasonable re- 
turn for the $358,000 which he claimed represented 
the company’s investment, then the rates had been 
too high. 

As to the company’s rights in the four great 
ponds, the counsel for the city urged that the 
legislature merely granted it the right to use the 
water of these ponds until such a time as the city 
saw fit to buy the company’s works. Kenoza Lake 
was used by the company from 1803 to 1867 with- 
out authority from the legislature, but the com- 
pany claimed by this usage a prescriptive right. 
Then, why, the city asked, did the company ob- 
tain in 1867 legislative authority to use Kenoza 
Lake? These four ponds were great ponds, whose 
ownership was vested in the commonwealth. The 
acts quoted from above gave the company the 
right “to take and use” and “to- take and hold” 
the water of the ponds, but to the city, in case 
it bought the property of the company, was, grante| 
the exclusive and perpetual right in the ponds. 

After hearing all the evidence and arguments 
of both sides, the commissioners of appraisal on 
Oct. 17, 1892, reported the price which the city 
should pay for the property as $637,500, with in- 
terest from the date of the taking. The commis- 
sioners in such cases, it seems, fix their own fees, 
which in this instance amounted to $7,655, and 
was awarded to be paid by the city. The award 
amounted to pearly 10% upon the net earnings of 
the company in 1891, was a little over $40U per 
share, dowble their par value, was only about one- 
fifth of the amount claimed by the company and 
about 135% above the estimated cost of replacing 
the plant, as calculated by the engimeers for the 
city. 

We have been unable to learn the basis upon 
which the commissioners made their award. We 
are indebted to Mr. Wm. H. Moody, of Haverhill, 
and to Mr. Desmond FitzGerald, M. Am. Sve. 
C. E., Brookline, Mass., for courtesies extended in 
connection with the preparation of this article. 
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HARLEM RIVER DRAWBRIDGE; 
YORK CENTRAL & HUDSON 
RIVER R. R. 
(With imset.) 

A very interesting and expensive part of the 
improvement which the New York Central & Hud- 
son River R. R. is now making on its line enter- 
ing New York city is the construction of a high 
level swing bridge across the Harlem River, some 
details of which we illustrate on our imset sheet 
this week. The general plan of the whole improve- 
ment contemplated by the company has already 
been given in considerable detail in our issues of 
April 13, May 25 and June 15, 18938, but may be 
summarized briefly as consisting of the construc- 
tion of a four-track viaduct from 110th St. to the 
Harlem River, and a high level four-track swing 
span across the river with a short viaduct ap- 
proach and an elevated embankment on the north. 
The swing span, while considerably shorter than 
several others built in recent years, is notable on 
aceount of its great weight and from the fact that 
it is, we believe, the only four-track swing span 
of any size in this country. Its general elevation 
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and plan with dimensions were given in our issue 
of June 15 and details of the turntables and one 
of the trusses are shown on our inset sheet this 
week, as before stated. ; 

The swing span consists of three parallel trusses 
389 ft. long, c. to c. of end pins, and 26 ft. apart 
in the clear, resting on a rim-bearing turntable. 
The trusses are a combination of the Pratt type 
and the subdivided panel type so commonly used 
in long spans in this country, with an inclined 
top chord. The side trusses and middle truss 
are identical except in respect to the inclinations 
of the three middle panel members, which were 
aecessarily different in order to bring the inne 
ends of each truss directly over the wheels of the 


turntable. This arrangement is made clear in the 
elevations in Fig. 1. The strains im each 
-truss must be conveyed to the turntable at a 


panel point for obvious reasons. It is also essen 
tial that these panel points be so located that the 
strains are carried to the drum track by the mos 
direct route, or, in other words, that they be as 
nearly as possible vertically over the drum track 
Now, in the present case, the distance between the 
end pins of each half side truss and the panel 
point coming over the drum track is greafer than 
the distance between the corresponding points of 
the middle truss. To secure the required 
ditions then necessitated a modification of the pane! 
spacing in the middle truss, which was made as 
shown in the drawings. That is, the diagonals, or, 
as they may be called for convenience, the inner 
end posts of each half side truss have a less in 
climation than the same member of the middle 
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Fig. 1. Arrangement of Truss Members over 


Turntables. 


- truss. This it will be seen brings the lower panel 


points at the required positions over the drum 
track, but leaves the upper panel poifits in the 
same line tramsversely. 

The trusses are 46 ft. high at the center and 
25 ft. high at the ends, and consist of two half 
trusses with stiff bottom and top chords hung by 
eyebars to a central tower-like arrangement 64 
ft. high. Details of one of the side trusses are 
shown on the inset sheet. With one exception 
they present no especial novelties. The unusual 
feature is the manner of connecting the two parts 
of the counter-braces in the second and third 
panels. As will be seen they are riveted together 
by two splice plates instead of being provided with 
turnbuckles, as is the usual custom. The top 
chords of the three trusses are connected by 
transverse compression members and diagonal 
ties. The compression members consist of four 
3% x3 x %-in. angles laced together by 244 x Yin. 
bars and the diagonals are 5 x 3% x %-in. 
angles. The solid floor system renders lateral 
bracing for the lower chords unnecessary. The 
arrangement of the portal bracing is shown in the 
illustration. 
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The floor system is the New York Central & 
Hudson River R. R. Co.'s standard solid floor, al- 
ready illustrated and described in this journal. The 
troughs are 15 ins. wide and 18 ins. deep. In- 
stead of fillmg the troughs with concrete and 
ballast, however, as is usually done with this sys- 
tem of flooring, the rails are to be bolted directly 
to shims riveted to the troughs. These shims are 
Sx 1ll¥%x% in. and the rails are clamped 
to them by beveled clamps and bent bolts. 
It «may be noted also that a vulcanized 
fiber insulation will be placed between the shim 
and the rails, so as to permit the use of track cir- 
cuit signals. 

Probably the most interesting part of the span 
is the turntable. This is somewhat less in diam- 
ete than the width of the bridge, and carries two 
long and two short raising girders, upon which 
the bottem chords of the trusses rest. The long 
raising girders run transversely across the turn- 
table and carry the side trusses at their ends and 
the short raising girders carry the middle truss. 
These raising girders rest upon distributing girders 
placed. between the two concentric rings of the 


«drum. ‘The distributing girders are placed at the 


panel points through which the strain in the 
trusses is carried to the turntable, and, as their 
name indicates, are for the purpose of distributing 
the strains to the drum. They consist simply of 
two short radial girders built between the rings 
of the drum, and connected by parallel girders, or 
long distributing girders, as they are called on 
the drawing. The position and construction of 
the several kinds of girders are clearly indicated 
in the drawings of the turntable, on the inset 
sheet. 

The two concentric rings forming the drum carry 
at the bottom bearing surfaces of rolled steel 
12% ins. wide and 2% ins. thick, which run upon 
cast steel wheels. A similar bearing surface forms 
the track for the wheels on the top of the pivot 
pier. The wheels for the outer ring or track are 
72 in number and 24 ins. in diameter, and 10% ins. 
face. The same number of wheels are used on 
the inner track, and they have the same face but 
a diameter of only 2014 ins. The wheels are not 
placed radially opposite each other, but alternate, 
and are each upon a separate axle. They are held 
stiff by a radial frame and separators between 
the circular ares carrying the wheels. The remain- 
ing details of the turntable are so clearly shown 
on the drawings as to need no further description. 

The general specifications for the bridge re- 
quire that all material shall be acid open-hearth 
steel. All bent angles and connection plates are 
to be annealed and all castings are to be of steel. 
The general design for the bridge was made by 
Mr. Walter Katte, M. Am. Soc. C. E., Chief En- 
gineer of the New York Central & Hudson River 
R. R., and the structural details were worked out 
by Mr. Geo. H. Thomson, M. Am. Soc. C. E., En- 
gineer of Bridges for the same company. The 
eontractor for the ironwork is the King Bridge 
Co., of Cleveland, U. 


CORONER'S VERDICT REGARDING THE 
RBDSERVOIR BREAK AT PORT- 
LAND, ME. 

The break in the reservoir of the Portland Water 
Co. was fully described in our issue of Aug. 17 
and further discussed in our issue of Aug. 24. 
Four persons were killed by the disaster, and the 
Coroner's Jury recently reported on its cause as 

follows: 5 

The jury find that the reservoir was constructed in 
the years 1888 and 1889; that the Portland Water Co. 
employed an engineer of long experience and of the 
highest standing in his profession to make the plans 
of construction and to supervise from the beginning 
of operations thereon the work of the contractor en- 
gaged in building the reservoir; that the only changes 
made in the plans from the time of the inception of 
the work to the day of the completion of said reser- 
voir were in the direction of increased expense and 
efliciency; that the contractor who built the reservoir 
was a man of experience in such work, and that the 
work of construction was done pursuant of the plans 
of the engineer, and in a thorough and workmanlike 
manner. 

From the evidence submitted by the engineers, the 
jury are unable to determine the precise cause of the 
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accident, but feel satisfied that it was in some way 
connected with the overflow pipe, which pipe was an 
ordinary straight 12-in. iron pipe, similar to pipes 
used for water mains, laid on a slope through the 
earthen embankment of the reservoir, surrounded with 
rammed puddling material. 

And the jury believe that the presence of said iron 
Pipe laid through said embankment in the manner 
aforesaid was the weak place in the embankment of 
said reservoir, and that the presence of such a pipe 
without adequate collars or cut-off walls, laid in man- 
ner aforesaid, was a source of danger and was not 
consistent with the high degree of safety which the 
public have a right to expect in construction of reser- 
voirs located within the limits of a city. 








THE PHILADELPHIA ENGINEERING 
WORKS VERTICAL CORLISS 
ENGINE. 

We illustrate herewith a vertical cross-com, 
pound engine with Corliss valve gear, built by the 
Philadelphia Engineering Works for the Hudson 
Electric Light & Power Company’s station at 
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station supplies. The principal dimensions are- 
High-pressure cylinder, 20 ims.; low-pressure, 36 
ins.; stroke, 36 ins.; revolutions per minute, 103 
(= 618 ft. per minute piston speed). The main 
shaft bearings are 12x24 ins. The shaft is 14 
ins. diameter at the flywheel seat. The fiywhee! 
is 17% ft. diameter and 54 ins. face and weighs 
47,000 tbs. 

In the Hoboken station power is transmiti«| 
from the flywheel to a countershaft by belting 
running at a speed of 5,660 ft. per minute, ani 
the dynamos for the various circuits are driven 
from pulleys on the countershaft. 

As already stated, Corliss valve gear is use. 
A counterweighted governor of the Porter type con- 
trols the liberating gear on the high-pressure cy)- 
inder and is stated to give very good regulation. 
It will be noted that the number of revolutions 
is quite high for an engine with releasing valv. 
gear, and this, of course, helps in the governing. 
The steam and exhaust ports have a generous area. 

In passing from the high-pressure to the low 


VERTICAL CORLISS ENGINE IN STATION OF HUDSON ELECTRIC LIGHT & 


POWER CO., 


Hoboken, N. J. The station contains two engines 
of this class which have been doing daily service 
since the first of the year, and are reported to be 
showing excellent results in economy of fuel, so 
good that the managers of the Hoboken company 
have decided to order a third engine, double the 
size of the two now in use, when an increase of 
capacity becomes necessary. 

The engines illustrated are nominally of 500 HP. 
each, but will readily indicate 800 HP. when using 
the 125-}b. steam which the boiler plant of this 


HOBOKEN. N, J, 


pressure cylinder, the steam goes through a re- 
heating receiver located beneath the platform, 
but no steam jackets are used on either cylinder. 
The makers of the engine believe that if the steam 
is thoroughly reheated between the cylinders, steam 
jacketing is of no benefit with engines of high ro- 
tative speed, and especially with four-valve en- 
gines which admit and exhaust the steam through 
separate ports, thus avoiding the loss of heat due 
to extended surface of the ports. 

It will be noticed that the engine illustmted is 
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not unlike the vertical direct-connected type of 
engine which is so rapidly growing in favor for 
large power stations. We understand that the 
Philadelphia Engineering Co. proposes soon to place 
on the market a vertical engine suitable in the 
larger sizes for direct connection to multipolar 
generators. Its speed will be from 125 to 150 revo- 
lutions per minute, according to the size, and it 
will be fitted with releasing valve gear. 


AN Ax.CHED PIPE BRIDGE AND 34 AND 
30-IN. BY-PASS CONNECTION; CITI- 
ZENS’ WATER CoO., DEN- 

VER, COLO. 

By W. F. Allen. 


The Citizens’ Water Co., of Denver, Colo., has 
for some months been engaged in the construction 
of a wood conduit 23 miles long; the head is |lo- 
cated on the Platte River, in Platte Canyon, about 
two niles from its mouth. On this line are several 
novel and interesting pieces of work, including a 
pipe arch or bridge located about 14% miles from 
the head, shown by the views, Figs. 1 and 2. 

Owing to the difficulties which would be experi- 
enced in placing a pipe under the bed of the stream 
at this point, it was thought best to span the river 
with a pipe arch, composed of two 12-in. wood 
pipes, the chord length of which is 103.5 ft. with a 
middle ordinate of 9.85 ft. 

The construction of this pipe is identical with 
that used by the above company in all its conduit 
lines, it being built of staves milled from 2 x 4-in. 
Texas yellow pine, which when finished are 1% 
ins. thick. The pipe for the bridges is banded with 
3¢-in. steel bands 24 ins. ¢. to ¢. 

The water which passes through this arch is 
taken from the high line canal flume and dis- 
changed into a 30-in. main, which extends from the 
buttress of the arch to the filtering plant, a dis- 
tance of about three miles The skewbacks or 
abutments of the arch were made by using two 
30 x 12-in. T’s on the lower end and two 20 x 12- 
in. L’s on the upper end. These T’s and L’s were 
imbedded in concrete, which was’ re-enforced. by 
building in steel rods. ae 4 
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high line canal flurne, was built a 2 x 3-ft. flume, be- 
tween which and the large flume are three 12-in. 
pipe connections with the necessary gate attach- 
ments to regulate the flow of water. 

The pipe arch was built on falsework erected on 


+ 


On top of the 20x 12-in. L’s and parallel to the 


12-in. L’s over the high line canal flume to the 
mouth of the 600-ft. tunnel, at the upper right 
hand corner of Fig. 2. This will give an additional] 
head of 25 ft. Under the present head the pipes 
are discharging 10,000,000 gallons of water. 

Fig. 4 shows a by-pass connection between the 3U 
and 3+in. conduits of the company, which cross each 
other at Wynetha, about ten miles from the city. 

These castings, after being connected and ready 
for lowering, as shown in the view, weighed about 
40 tons. A timber frame was erected over them 
and long lowering screws attached by means of 
iron bands around the pipe, after which the trench 
was excavated ready for lowering the connection 


quorum thereof present at its final meeting. It 
has since been signed and approved by all the mem- 
bers, so that the report is unanimous with the sole 
exception of the subjoined dissenting opinion by Mr. 
Geo. S. Morison, in regard to one detail only of the 
sections above 80 lbs. only. In respect to that de- 
tail, the real issue, as we understand it, lies only 
as to the proper balance between two opposing 
considerations. It is admitted by all, so far as 
we know, that other things being equal, it is desir- 
able to have the heads of rails as nearly of one 
width as possible. It is also admitted by all, we 
believe, that other things being equal, a thin and 
wide head is likely to give a better rail than a nar 





FIG, 3, VIEW OF 3+ AND 30-IN, BY-PASS CONNECTION ; CITIZEN'S WATER CO., DENVER, COLO. 


into place. It was necessary to do the work in 
this manner in order to avoid shutting off for any 
great length of time the 30-in. main supplying the 
city. When everything was ready for lowering, 
water was shut off, about 5 p. m., the old main 
cut out, the by-pass lowered to place, the connec- 
tion made, and water turned on in 24 hours from 
time of closing off. 

It can be readily seen, how by manipulating the 
valves the flow of water can be by-passed or di- 
verted from one conduit to the other. The size 
of the pipe is hardly distinguishable in the view, 


row and deep one. Mr. Morison takes the position 
that the latter consideration should give way to 
the former on the sections above SO lbs.; the rest 
of the committee held to the contrary opinion. 


Final Report of the Am. Soc. C. E. Committee 
on Standard Rail Sections. 
To the President and Members of the American So- 
ciety of Civil Engineers: 

Your Committee on Standard Rail Sections have the 
honor to submit the accompanying series of rail sec- 
tions and the following report as their final recom- 
mendation, and ask to be discharged. 


, . <a a 
~ ‘ ! = hi - ne — 
re ; 7 = 
Cah h ih ER DS | Sebo Ni eed 








Fig. 1. Side View. 


ARCHED WOOD PIPE BRIDGE ON SUPPLY CONDUIT OF CITIZEN'S WATER CO. OF DENVER, 


the ice during the winter. The two pipes start 
from the skewbacks at points 12 ft. apart, and 
gradually converge until they meet at the crown 
of the arch. Between the pipes at each end are 
placed three timber braces about 10 ft. apart, with 
bands around the pipe, and rods with turnbuckles, 
which brings everything up tight and solid, making 
the arch very stiff and rigid horizontally. Four 
steel cables with proper anchorage are also used 
as additional security against wind pressure, there 
being at times very heavy gales experienced in the 
locality. 

The flume which at present supplies the 12- 
in. pipes will be abandoned in the near future, and 
an additional pipe arch will extend from the 20 x 
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Fig. 2, Front View, Showing High Line Canal Flume. 


but the 30-in.pipe crosses over the 34in. Mr. 
Oharles P. Allen is chief engineer of the Citizens’ 
Water Co. 


REPORT OF THE AM. SOC. C. E. COMMIT- 
TEE ON STANDARD RAIL SECTIONS. 


The following is the complete text of the report 
of the Am. Soc. C. E. Committee on Standard 
Rail Sections, as presented with the sections at 
the Am. Soc. C. E. business meeting held during 
the late Engineering Congress, at Chicago. The 
sections themselves were published full size in our 
issue of Aug. 17, 1898. At that time the report 
of the committee had only been approved by the 


COLO. ; CHAS. P. ALLEN, CHIEF ENGINEER. 


Since the progress report of the committee, which 
was presented and accepted at the annual meeting 
of the Society, Jan. 21, 1891, your committee have 
held a number of meetings, and conducted an exten- 
sive correspondence with many of the chief engineers 
of the railroad systems of the country. 

The carefully prepared reports of the Committee of 
the Society on “The Proper Relation to Each Other 
of the Sections of Railway Wheels and Rails,”’ and 
the papers and discussions of the Society called forth 
by them gave your committee valuable data as the 
basis of their work. The first result of their de- 
liberations was the preparation and discussion of 
several series of rail sections. As will be seen by 
reference to the progress report there were originally 
considerable differences in the views of the several 
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members. Correspondence, observation of the results 
obtained from rails in actual use and discussion have 
reconciled these differences so that your committee 
are able to present a final report. 

As the mileage of practically straight track so much 
exceeds that on curves it seemed wisdom to select 
sections which would give the most satisfactory re- 
sults on the greater percentage—if at the same time 
such service would extend to curved track, so much 
the better. We are satisfied that the sections recom- 
mended are the best for straight track, and that if 
the rails are properly laid they will do well on curves. 

Our investigation developed that the greatest differ- 
ence of opinion among the railroad engineers of the 
country as to rail sections was upon the proper radius 
for the top corners of; the rail heads, In the corre- 
spondence which we present as an appendix to this 
report, it will be observed that this point is the most 
discussed. Most of these letters were received in re- 
ply to a final circular letter of inquiry which was 
sent to the chief engineers of every railroad having 
100 miles and over of track. Fifty-five replies were 
received, and of these we present those giving de- 
cided opinions. 

In deciding upon a series of sections, your commit- 
tee have given consideration to the manufacturing de- 
taille of rail making, while seeking designs whose 
forms would be best adapted to meet the various re- 
quirements of traffic. 

To have a smooth track it is absolutely necessary 
that the surface and line of the rails shall be without 





Fig. 1. 


View of Completed 
THE CRESHEIM 


jumps and kinks. To obtain such rails it is of im- 
portance that the metal in the head and flange of 
the section should be as nearly balanced as economy 
will permit, thereby permitting the hot metal in the 
jusé rolled rail to cool with the least internal strain, 
and thus, when cold, to be as nearly as possible 
straight in all directions, thus avoiding excessive 
“gagging’’ in the final cold straightening. The im- 
portance of this increases with the amount of metal 
in the section. We decided upon 42% metal for the 
head, 21% for the web, and 387% for the flange. The 
constant factors are: Top radius of head, 12 ins.; top 
corner radius of head 5-16 ins.; lower corner radius 
1-16 in.; corners of flange, 1-16 m.; side radius of web, 
12 ins.; top and bottom radii of web, % in.; angles of 
underside of head and top of flange, 13°. 

As the grain of “fineness” of “hot rolled’’ steel is 
governed by the work applied to it as its heat de- 
ereases, and as we are convinced that the wearing 
qualities of rails largely depend on the closeness of 
the grain of the steel in their heads, we have sought 
to design heads which, so far as permitted by the 
ether proportions of the sections, will be affected to 
the- greatest extent by the pressure or work of the 
rolls. 


One of the difficulties in rail manufacture is obtain- 
ing perfect flanges. The amount of metal being much 
less in the flange edges than elsewhere in the section, 
it cools more rapidly; hence, if the flange is both 
wide and thin, difficulty will be experienced in mak- 
ing it fill ont to the full designed width, and also in 
preventing the development of flaws, which, if de- 
teeted, will condemn the rail as first quality, but 
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which may be so concealed as to escape detection, and 

exist as a constant menace to the safety of the rail. 

These considerations influenced us in designing our 

flange sections. 

At the meeting of the committee which was held 
in the Society’s house on Dec. 2, 1802, all of the mem- 
bers present congratulated themselves upon the—to 
them—satisfactory progress of their labors, and sepa- 
rated, little thinking that before another meeting of 
the committee could be held the hand of death would 
be laid upon one of the members of the committee. 
H. Stanley Goodwin was not present at that meeting, 
official duties preventing at the last moment, but he 
telegraphed his views, and later wrote the Secretary 
of the committee indorsing the committee’s proceed- 
ings. To know Mr. Goodwin was to respect him; to 
be thrown intimately with him was to yield the 
warmer tribute of friendship. Your committee unite 
with all the members of the American Society of Civil 
Engineers in deploring the loss of so valued a member, 
and one who was so useful to his fellow-men. 

We have the honor to remain, 

G. Bousearen, Chairman; Virgil Bogue, Foster Crow- 
ell, S. M. Felton, J. D. Hawks, E. T. D. Myers, 
Samuel Rea, Thos. Rodd, A. M. Wellington, F. M. 
Wilder, Robert W. Hunt, Secretary. 


Minority Report of Mr. Geo. S. Morison. 


I concur in the foregoing report in all respects ex- 
cept one, the width of the heads. If the same wheels 
are to run over all rails the portion of the rail which 


comes in contact with the wheel should always be of 
the same form. Taking the 80-lb. rail with its 2%-in. 
head as standard, the same width of head should be 
maintained for all sections likely to be used. The 
slight reduction in width of head proposed for the 60 
Ibs. and intermediate sections is comparatively unob- 
jettionable, and I consented to approve the whole re- 
port if the same rate of variation had been main- 
tained for the larger sections; the variation in width 
would then not exceed \% in. or %& in. from the mean, 
The present large variation of 4 in. from the mean 
to the maximum section is too great, and I cannot ac- 
cept this portion of the report. I present the sec- 
tions herewith appended. 
George S. Morison. 





THE CRBESHEIM ARCH, PHILADEL- 
PHIA, PA, 


We illustrate in the accompanying cuts an un- 
usualy handsome masonry arch recently con- 
structed by the city of Philadelphia, Pa., to varry 
a sewer across a deep gorge in Fairmount Park. 
The arch is also interesting as being the fourth in 
length of span in the United States, its dimen- 
sions eompared with those of the other three be- 
ing as follows: 


Radius of 
. Rise. crown. 
Ft. Ft. Ft. 
Cabin John, Washington, D. C 220 57 134 
Wheeling, W. Va....... .... 159 28 125.4 
Elyria, Ohio. . oc 2 


Cresheim, Philadelphia, Pa... 116 21.17 90 





To better understand the reasons for the con- 
struction of this arch, it is necessary to examine 
the topography and conditions which exist, and 
the general scheme for sewerage in this part of 
Philadelphia. The principal source of water sup- 
ply for the city is the Schuylkill River and its 
tributaries. The Schuylkill River joins the Delu- 
ware River at the extreme southern end of the 
city at League Island, and flows through and divia :. 
the city, its banks being lined with manufactn 
ries and large railway plants. At one-time, these 
establishments discharged their wastes into the 
river or tributary streams. An interceptor, dis 
charging through a submerged outlet, was con- 
structed from below the source of supply to the 
upper end of Manayunk (the Twenty-first Ward 
of the city), a distance of 6% miles. Provision 
was made for a sewage discharge of 1 cu. ft. per 
100 acres per second, and roof water excluded, re- 
quiring a conduit at the outlet of 414 ft., with a 
grade of % in. per 100 ft. 


A branch of this sewer was carried along Wis 
sahickon Creek at a low level for about one mile. 
In order to provide for 214 cu. ft. per 100 acres per 
second in this area, 1% cu. ft. of which was for 
roof and ground water, a sewer 5 ft. in diameter, 
decreasing to 3 ft. 9 ins., was built from this point 
about two miles further up the stream, at « high 


Fig. 2, View Showng Centering. 


115 FT, 119 INS, 


level, so that eventually the sewage from this area 
ean be diverted across the divide into large mains 
of the combined system running into the Delaware. 

Two branches, each twg miles in length, ‘rain 
Germantown and Chestnut Hill; all on tne hizh 
level, which is peculiarly applicable for the reason 
that the sources of pollution exist on the high 
lands and the land below the sewer is a part of 
Fairmount Park. 

When the gorge at the junction of the Gresheim 
and Wissahickon creeks, called “The Devil’s Pool,” 
was reached, the inside bottom of the sewer had 
reached an elevation of 134.6. Studies were made 
for bridging with a pipe bridge, suspension bridge 
and for a viaduct of several spans, but finally, a 
single-span arch was decided upon and built. 

The actual span is 115 ft. 11% ins., practically 
116 ft., with a rise of 21 ft. 2 ins., slightly less 
than one-fifth the span. The radius of the in- 
trades is 90 ft., with a depth of voussoirs at the 
key of 3 ft. 6 ins., and at the abutments of 4 ft. 
6 ins. The conduit is 50 ft. above the stream, 
and is 3 ft. 9 ins. in diameter. The arch is 10 ft. 
in width at the crown, with a batter to the masonry 
of % in, to 1 ft. From the illustration of the 
completed bridge (Fig. 1) it will be seen that the 
skewbacks are beds of solid rock. 

The voussoirs are of a buff sandstone, from the 
quarries of Curwensville, Clearfield Co., Pageand 
the rubble spandrel walls are of a gréy granite 
from quarries along the Wissahickon Creek. Some 
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- of the voussoirs are four and five tons in weight. 
They are pitched faced and tooled on the beds 
with joints between of 4 in. . 

The masonry was laid in cement mortar. Im- 
proved Union, furnished by Lesley & Trinkle, was 
the brand used. The tests were as follows: Y8% 
passed a No. 50 sieve 2,500 meshes per sq. in. 
Briquettes of neat cement developed an ultimate 
tensile strength of 99% Ibs. per sq. in. at the end 
of 24 hours, 147% Ibs. at the end of seven days, 
269 bs. at the end of one month, and 312 Ibs. 
at the end of three months. The Portland cements 
which were used for pointing gave results as fol- 
lows: Germania, 100% passed through a No. 50 
sieve; briquettes of neat cement withstood a 
strain of 373 Ibs. in seven days; Giant, 315 Ibs. 
in seven days, and 350 }bs. in one month, 99.7% 
passing a No. 5O sieve. All the cements were 
quick setting. 

The falseworks and centering for the arch were 
of the simplest and most effective kind, as shown 
by Fig. 2. Material was delivered from Wis- 
sahickon Drive, across the creek on a tram rail- 
way. After the centers were placed, the crown 
was loaded, the spandrel masonry placed on the 
haunches and the derricks placed over the 
haunches, before the key was laid. After the key 
was set, the centers were slackened by driving the 
wedges, which were placed at right angles to the 
length of the arch at intervals of 11 ft. 6 ins. The 
centers were lowered about 4% im. at a time to 
allow the joints to get an even pressure, and -in 
about six weeks were entirely removed. The cen 





AN IMPROVED STEAM TRAP 


tering was crowned 1 in., and since removal the 
settlement below the established height has been 
23 ins. The bottom of the sewer, which has a 
grade of 3 ins. per 100 ft., was not laid until after 
the settlement. 

The arch was designed and built by the Bureau 
of Surveys, of the Department of Public Works. 
In designing the structure, the intention was that 
it should not detract from the natural beauty of 
this favorite resort in Fairmount Park, which re- 
ceived its name “Devil’s Pool,” from its connection 
with the Battle of Germantown, as it was here 
that the extreme right of Washington's army 
rested, and a bloody skirmish ensued. This spot 
has become a favorite theme for artists, and has 
been pictured in some celebrated paintings. 

The work of. construction was completed in 
September, 1892. The contractors were McCourt 
& Laverty, of Philadelphia, who built, besides the 
bridge 140 ft. in length, 100 ft. of sewer with an 
average of 18 ft. depth of masonry foundation, at 
a cost to the city of $15,875. The inspection of 
the structure after nearly a year of use, shows 
no cracking nor scaling, either of the cement on 
the top of the conduit or of the pointing. The 
illustrations will give an idea of the strength of 
the skewbacks, upon which the arch rests, with 


which the observer is particularly impressed in 
viewing the structure. 

We are indebted to Mr. James H. Windrim, 
Director of the Department of Public Works, and 
Mr. George S. Webster, Assoc. M. Am. Soc. C. FE.., 
Chief Engineer of the Bureau of Surveys, for the 
matter from which this description and the accom- 
panying illustrations have been prepared. 





TRAPS. 

We illustrate herewith the latest pattern of steam 
traps put on the market by the D'Este & Seeley 
Co., of Boston. As seen by the drawings, the valve 
is attached to a heavy plate which is bolted to the 
body of the trap. Should the float require repairs, 
the bolts holding this plate to the trap may be taken 
out and the plate with valve and float attached 
then comes away in one piece, without disturbing 
the body of the trap or breaking its connection to 
the piping. The float is made seamless by a new 
process by which the copper is electrically de- 
posited on the ball while it is constantly rotated, 
thus securing an absolutely uniform thickness. It 
will withstand a pressure of 200 Pbs. per sq. in. The 
valve seats against a removable disk of Jenk ns pack 
ing and can be removed for examination or repair by 
merely unscrewing the nut against which it seats 
and taking out the bolt in its center. Thus, the 
seat may be renewed and the valve itself removed, 
turned up if necessary, and replaced without loosen 
ing a single gasket or pipe connection. To prevent 
the serious interruption which might result shouk 


SECTION SHOWING DETAILS 


the trap get out of order and not open the dis- 
charge valve as the water accumulates, an inde- 
pendent by-pass is provided controlled by a stop 
valve, as shown. 

The manufacturers claim this trap to be espe- 
cially adapted to handling large quantities of con- 
densed water from vacuum pans, heating coils, 
drying-rooms, ete. 


NOTES OF TRAVEL 

The great trainshed of the Pennsylvania R. R. 
at Jersey City, whose roof was at the time of its 
completion, two years ago, the largest single spap 
roof in the world, save the Machinery Hall of the 
Paris Exhibition, is a piece of work of which its 
designers may well be proud—in dry weather. 
But when it rains the fact must be chronicled that 
the roof falls very far short of the purpose for 
which it was designed. An expert might be able 
to decide that it rained more outside than inside, 
but the ordinary man, making no pretentions to the 
abilities of a rain gage, might conclude from the 
size of the drops that more rain was falling under- 
neath the roof than from the skies. The fault 
seems to be chiefly with the glazing, although in 
a driving storm a good deal of rain enters between 
the slats of the ventilators. 


3 Settlieeeeeiediies tien ne 
AY 


As so many large span buildings with glazed 
roofs are being erected nowadays, it seems worth 
while to call attention to the importance of select- 
ing a watertight system of glazing, if there is such 
a thing on the market. It is well known that or- 
dinary glazed roofs are prone to leak. The roofs 
of the World’s Fair buildings gave a great deal of 
trouble by leakage when they were first erected, 
and it was only by a large expenditure of time 
and money in going over them and stopping the 
holes and cracks that they were firally made fairly 
tight. 


3 + * 


Speaking of large-span trainsheds recalls the re 
mark of an English engineer when looking at the 
model of one of the large German trainsheds ex 
hibited in the Transportation Building, at the 
Columbian Exposition. “Stupid pieces of work 
these great span-roofs at your railway stations,” 
was his comment, and he went on to explain that 
in England no more large-span trainsheds have 
been built since the St. Pancras, and to claim that 
the roof supported by columns was just as good 
a structure, and 
so or not? 


this 
The question is one which many rail 
way officers will be called on to decide during the 
next few years, and it is one on which consider- 
able may be fairly said on both sides. 


much more economical. Is 


The argu 
ment against columns in trainsheds is that they are 
dangerous to passengers jumping off trains entering 







LT, 
4} 


7 
VLE 
‘Nae cA CAR — = 

Meee 


pews 
NZ Z 


4 
4 ee 
a gee 
Z Y 


‘ 


ti, iy 


OF VALVE MECHANISM. 


the station, and part of the roof may fall in case 
a boiler explosion or a derailed car or locomotive 
sould knock down one or more columns. But on 
English trains passengers cannot jump off before 
the train comes to a stop; and derailments, from 
some cause still unexplained, are few and far be- 
tween compared with the record in this country. 
It does not follow, therefore, because large-span 
roofs are adopted in this country, that it may not 
be good practice for English railways to stick to 
the old fashion of column-supported roofs. 
. of = 


The tunnel of the Cataract Construction Co. at 
Niagara Falls has recently been put in use, to a 
limited extent, through the starting of the large 
mills of the Niagara Falls Paper Co., whose tur- 
bines, generating about 5,000 HP., discharge their 
water into a small tunnel, which empties into the 
main tail race tunnel. Work on the wheel pits 
for the main power works is steadily in progress, 
about 300 men being employed, but it will probably 
be nearly a year longer before the entire work is 
completed and ready for the delivery of power. 
The massive cut-stone masonry lining the mouth 
of the wheel pits and separating the entry chan- 
nels from each other is a class of work which can- 
not be hurried. Any engineer who visits Niagara 
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Falls on his way to Chicago will find it well worth 
his while to inspect the work and see for himself 
the size of the plant which is being laid down here 
for the greatest power development scheme ever 


undertaken. 
** © 


The four years which have elapsed since the 
Johnstown flood have sufficed for the rebuilding 
of most of the towns which suffered in that dis- 
aster; but the channel of the Conemaugh River 
from South Fork to Johnstown bears indelible 
record of the force of the torrents which swept 
down it in the early summer of 1889. The deep 
erosion of the banks, where the flood swept through 
narrow channels, and the scattered bowlders, tree 
trunks and broad stretches of pebbly gravel, where 
the bluffs widened and allowed the current to 
drop its heavier burdens, are eloquent witness to 
the size of the stream which for a brief half hour 
poured down the valley. The present stream, 
even at high water, looks like a puny creek travers- 
ing the bed of a river as it meanders in winding 
course over these broad gravel reaches. Its force 
and volume, however, are still somewhat threaten- 
ing to portions of the roadbed which the Pennsy]l- 
vania R. R. built down the valley to replace that 





Fig. 1. View of Divided Pipe Cutting Machine. 


which was washed away, and wing dams have 
been built at various points to protect the embank- 
ment, They are cheaply constructed from a crib- 
work of old ties filled with bowlders and coarse 
gravel, but they answer their purpose adamant 


THE DIVIDED PIPE CUTTING MACHINE. 

In our issue of May 18, 1893, a new pipe cutting 
machine was described. This machine, fn its 
improved or divided form, has since been used by 
Mr. F. 8. Pecke, Engineer in Charge of the Queens 
County Water Co., Far Rockaway, N. Y., to 
cut some two miles of 6 and 8-in. pipe which was 
to be replaced by 12-in. Instead of melting or 
breaking out the joints, Mr. Pecke applied the 
divided machine to the pipe and cut it in conven- 
ient lengths for relaying. For the latter purpose 
sleeves may be employed and grooves may be cut 
in the pipe for the lead in making new joints. 

Mr. Pecke states that two men have made from 
15 to 20 cuts in 8-in. pipe in 10 hours and as many 
as 30 cuts in 6-in. pipe in one day, and this, of 
course, practically without loss of pipe. Ordinary 
workmen with reasonable judgment in handling 
tools did the work. This fall Mr. Pecke expects 
to make five cuts in the trench for the purpose of 
setting gates. 

The illustration in our issue of May 18, 1893, 
showed a solid machine, which could be used only 
when one end of the pipe to be cut was free. The 
accompanying view, Fig. 1, shows the divided ma- 
chine. Instead of the fixed and revolving collars 
being in one piece, as formerly, they are now made 
in two halves, each half being applied to the pipe 
separately and then bolted together at the flanges, 
as shown in Fig. 1. The stationary collar, with 
the crank and gearing attached, is first firmly 
fastened to the pipe by means of set screws, after 
which the revolving collar, with the cutting knife, 
is put in place. The knife is fed by the star wheel, 





one arm of which strikes the round pim at the left 
of the large cog wheel at each revolution, thus 
lowering the knife. 

A longitudinal section of the machine is shown 





Fig. 2. Longitudinal Section through — Cutting 
Machine, 


by Fig. 2. The device was invented by Mr. D. W. 
French, Deputy Superintendent of the Hackensack 
Water Co., of Hoboken, and Mr. Benj. C. Smith, 
275 Pearl St., New York, is its a agent. 


STEEL RAILS: THEIR MANUFACTURE AND 
SERVICE. 

The many years of experience with steel rails have 

clearly demonstrated that those which flow the least 

under the wheel pressure give the most service, and 








.those that flow the most wear and abrade with the 


greatest rapidity. This same remark applies to the 
flange abrasion on curves. The most serviceable rails 
have a fine structure and smal! mineral aggregates, 
and the less serviceable have a coarse structure and 
large mineral aggregates, though in many cases the 
so-called chemical composition is identical. 

In common with many others I proposed some years 
ago to increase the carbon in the rails and start with 
a higher grade.of metal in the ingots to obtain in the 
finished rail a finer structure with the much less me- 
chanical work of modern processes of rolling. Each 
different weight of section requires a slight difference 
of composition. I give in tabular form the chemical 
composition I use for my section: 


Lbs. Lbs. 
Weights per yard.... 60,65and70 75and 80 100 
Per cent. Per cent. Per cent. 


CUE oii isos 0 cs cise ee a 45 to .55 0 to .60 .65to .75 
Manganese............ 30 to 1.00 -89 101.00 .80 to 1.00 
RS 0to .15 10 to .150.10to .15 
Phosphorus a5 to Of 06 0% 
Sulphur..... xceed 07 07 .07 


Carbon by itself up to or over 1% increases the hard- 
ness and tensile strength of the iron rapidly and at 
the same time decreases the elongation. The amount 
of carbon in the early rails ranged from 0.25 to 0.5 
of 1%, while in recent rails and very heavy sections ft 
has been increased to 0.5, 0.6 and 0.75 of 1%. With 
good irons and suitable sections it can run from 0.55 
to 0.75 of 1%, according to the section, and obtain fine 
grain tough rails with low phosphorus. 

Manganese is a necessary ingredient in the first place 
to take up the oxide of iron formed in the bath of 
molten metal during the blow. It also is of great 
assistance to check red shortness of the ingots during 
the first passes in the blooming train. In the early 
rails 0.4 to 0.5 of 1% was sufficient when the ingots 
were hammered or the reductions in the passes in the 
trains were very much lighter than to-day. With the 
more rapid rolling of recent years, the manganese is 
very often increased to 1.25 to 1.5%. It makes the 
rails hard with a coarse crystallization and with a 
decided f€ndency to brittleness. Rails high in man- 
ganese seem to flow quite easily, especially under 
severe service or the use of sand, and oxidize rapidly 
in tunnels. From 0.80 to 1.00% seems to be all that 
is necessary for good rolling at the present time. 

Silicon makes the steel lie very quiet in the molds, 
producing very solid ingots when present in 0.1 to 
0.25 of 1%. It tends to make the crystallization small 
and in this way contributes to good wear. Some mills 
have not been able to increase the silicon over 0.1 
of 1% without making the steel brittle, while others 
can run as high a3 0.3 of 1% and the rails increase in 
toughness. 

Sulphur and phosphorus are two impurities which 
are very objectionable. Sulphur makes the steel red 
short, Hable to crack in rolling and checking the weld- 
ing of the blowholes and pipes. The limit of sulphur is 
now specified from 0.07 to 0.12 of 1%; the difference 
between the lower and upper limit will increase the 
number of seamy heads in the rails, oftentimes in my 
experience doubling the percentage of seconds on ac- 
count of the seamy heads. Rails with 0.5 to 0.55% 
of carbon, 0.07% in phosphorus and 0.12% in sulphur 
do not seem to be brittle under the drop test, but very 
tough, as a rule, when rolled in my sections. A seamy 

* Abstract the New England 
Noohuanneers? Soe ie Mr. P. H. Dudley. 





head in a rail is not to be desired, though the seams 
may not be over 1-32 to 1-16 in. in depth. Flow of 
metal can occur from a seam under the wheel press- 
ures much easier than from a solid head. Phosphorus 
increases the size of the crystallization, and makes 
the metal brittle and liable to break in cold weather. 
The percentage now allowed in rails ranges from 0.06 
to 0.11 of 1%. 

In 1890 I introduced a series of rail sections 
of different weights, especially designed to produce a 
tough, fine structure in the heads by the modern pro- 
cess of rolling; also a special 95-Ib. rail for the Bos- 
ton & Albany. It was long ago observed that as the 
weight of the section increased, the difficulties of 
producing a fine structure in the head were also in- 
creased. In order to secure a fine structure in my 
large sections, especially the Boston & Albany 95-lb., 
I proposed the following composition: 


Per cent. 
Cees cconses. apapesdseses \¥aaseenecese 60 
MINN ia. SEN EE oooh ste, Se whe: bobs Os -80 to .90 
UNOON SS 55 Nik TNs HEN FES ETCH. CRORE -10 to .15 
Phosphorus not to exceed.............2005 -06 
Sulphur not to exceed... .....cccccccccsece OT 


While great doubt was expressed as to the possi- 
bility of securing toughness with so high carbon, we 
were able to control the condition of the metal in 
the final product of the rails, so that they were of 
unexpected toughness. The butts s‘ood a drop test 
of 2,000 Ibs. falling 20 ft., and rarely broke, while 
hundreds stood 2 to 4 blows of 30 ft. before failing, 
supports 4 ft. apart. The drop test is the most valua- 
ble of any yet proposed to test the toughness of the 
rails. Spacing the butt for 6 ins. before testing makes 
out of the drop a testing machine unequaled in effi- 
ciency and rapidity for rail sections. The information is 
valuable at once, and serves as a guide in the daily 
manufacture of the rails, checking the stock mixture, 
the blowing, recarbonization, heating and tempera- 
ture of rolling. 


TEST OF A LARGE EYEBAR. 


The accompanying sketch shows a portion of 
what is claimed to be the largest eyebar ever 
broken in a testing machine. Its dimensions be- 
fore breaking were 10 x 25 ims. x 50 ft., c. to c. 
‘of pin holes, and it was broken on the 1,200-ton 
hydraulic testing machine of the Phoenix Iron 
Works, Phoenixville, Pa., illustrated and de- 
scribed in our issue of Jan. 10, 1891. The elonga- 
tion of the bar in a length of 47 ft. was 9 ft. 9 
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Sketch Showing Elongation of Pin Hole in 50-ft. 
Eyebar Manufactured and Tested by the 
Phoenix Iron Co. 


ins., or 20.47%, and the reduction of area was 
50.4%. The elastic limit was 33,250 Ibs. per sq. 
in., and the ultimate tensile strength of the bar 
was 1,626,322 Ibs., or 61,720 Ibs. per sq. in. The 
fracture was silky, half cup and half angular, 
showing no crystalline whatever. A noticeable 
point brought out by the engraving is the great 
elongation of the pin hole. This was 2 5-16 ins. 
It may be stated that the above company , is pre- 
pared to do all kinds of heavy testing, a seperate 
corps of experts being in charge of the work, 
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PERSONALS. 





Mr. B. R. Dunn, Engineer of Roadway. of the Wil- 


mington & Weldon R. R., died at Glen Lyn, Va., re- 
cently. 

Mr. Thomas McLean, of New York city, has been 
appointed General Manager of the Citizens’ St. R. R. 
Co., of Cincinnati. 

Mr. Robert Moore, M. Am. Soc. C. E., has resigned 
his position as Chief Engineer of the Merchants’ 
Bridge & Terminal Co., of St. Louis. 


Mr. E. P. Lord, formerly Superintendent of Motive 
Power of the Cleveland, Cincinnati, Chicago & St. 
Louis Ry., is to become General Manager of the H. K. 
Porter Locomotive Works, at Pittsburg. 

Mr. John L. McClure, President of the Moseley Iron 
Bridge & Roofing Co., of Jersey City, died at Brook- 
lyn, N. Y., Aug. 26, at the age of 79. He had been 
connected with the Moseley company for 20 years 
past. 

Mr. Joseph Battin, of Elizabeth, N. J., an inventor 
of some note, died on Aug. 29, at the age of eighty- 
seven. Mr. Battin built the gas works in several 
large Eastern cities, and made some important inven- 
tions in machinery for preparing anthracite for market. 


Mr. William A. Chapman, President of the Chapman 
Derrick & Wrecking Co., died on Aug. 24 from being 
caught under a falling tree in a storm. Mr. Chapman 
was born in Brooklyn about 61 years ago, and amassed 
a fortune as a builder in that city before he organized 
his well known wrecking company. 


Mr. Jos. K. Edgerton, of Fort Wayne, Ind., a 
pioneer in the early railway development of Indiana, 
died on Aug. 26 at the age of 75. He was President 
of the Ft. Wayne & Chicago R. R. in 1855, and was 
one of the eariiest presidents of the Grand Rapids & 
Indiana R. R. He retired from active business a 
score of years ago. 


Mr. Warren Ackerman, well known to engineers by 
his long connection with the Lawrence Cement Co., 
died at his country residence, Hyde Park, near Scotch 
Plains, N. J., on Aug. 26. Mr. Ackerman was a na- 
tive of New Brunswick, N. J., and in the early years 
of his business life he was engaged in the india rubber 
trade, in which he accumulated a large fortune. Soon 
after the war he became interested in hydraulic ce- 
ment manufacture, and the great industry which he 
built up is so well known to our readers that it need 
only be mentioned here. 


Mr. Joachim G. Giaver, M. Am. Soc. C. E., has 
formed a partnership with Mr. M. E. K. Lehmann, 
with the firm name of Giaver & Lehmann, to carry on 
a general contracting business. Their offices are in the 
Monadnock Block, Chicago. Mr. Giaver is a graduate 
of the Technical College, in Throndhjen, Norway. 
After coming to this country he was employed for one 
year in the bridge department of the Northern Pacific 
R. R., and from 1883 to 1890 he was Chief Engineer 
of the Shiffler Bridge Co., of Pittsburg, in charge of 
all designing and detail work. In March, 1892, he was 
appointed Assistant Chief Engineer of the World’s 
Columbian Exposition, and while occupying that posi- 
tion designed the trusses of the Manufacturers and 
Liberal Arts Building and the dome of the Adminis- 
tration Building. 


Mr. Hayward A. Harvey, the inventor of the Har- 
veyized steel armor plate process, died at Orange. 
N. J., on Aug. 28. Mr. Harvey was born on Jan. 17, 
1824, at Jamestown, N. Y., and was the son of Gen. 
Thomas W. Harvey, a prominent engineer and in- 
ventor. The son was first employed in the New York 
Screw Co. as a draftsman, and in 1852 he connected 
himself with the Harvey Steel & Iron Co., of Jersey 
City, of which his father was President. Mr. H. A. 
Harvey, between 1870 and 1890, filed about 125 pa- 
tents for various valuable improvements, among the 
most notable being a process for rolling threads on 
screws and bolts, and his now famous process for 
hardening steel armor plates. The first patents for 
the later process were taken out in 1888, and the 
first armor plates so treated were turned out in 1890. 
The Harvey Steel Co., of which Mr. Harvey was Presi- 
dent and held the controlling stock, was organized in 
1889 with works in Pittsburgh and Newark. 





NEW PUBLICATIONS. 


PLANT panes 
SPECIAL REPORT ON RAILWAY jy SB pg 


Haw. Pa sg ib. Doe. eo 106; 78 illustrations. 
This is a seaiienh of the promptness with which our 
Government publishes investigations of technical im- 
portance. Professor Haupt’s report is, or was. an inter- 
esting one; but the world has moved ahead four years 
since it was prepared. We notice, for example, his 
lengthy commendation of the tubular frame freight car, 


the wooden car. As a matter of fact, the 
proved a failure in service, and the designers 


frame cars are now proceeding on entirely different 
lines. 


AMERICAN RAILWAY MASTER MECHANICS’ AS- 
SOCIATION. Report ‘of Proceedings of 26th An- 
nual Convention. Angus Sinclair, Secretary, New 
York, 8vo. paper, pp. 273. $1.50. 


We reported the proceedings of this convention in 
our issue of June 29 last. The topics on which the dis- 
cussion was of most value were the economy of com- 
pound locomotives and tests of steel firebox plates. 
MASSACHUSETTS INSTITUTE OF TECHNOLOGY: 

A Brief Account of Its Foundation, Character and 
Equipment, Prepared in connection with the World's 
Columbian Exposition. Dr. H. W. Tyler, Secre- 
tary. 8vo; pp. 39; 21 half-tone engravings. 


The text and handsomely executed illustrations of 
this pamphlet convey a good general idea of the work 
of the In@itute. The work of the hydraulic labora- 
tory and courses were described and illustrated in 
our issue of June 22, 1893. 

CAST TRON PIPE: The Addyston Pipe and Steel Co., 
Cincinnati, O. 

An illustrated pamphlet of ten pages describes cast 
iron culvert pipe, sewer and street castings, the Ad- 
dyston reversible road roller and Forster's rock 
breaker; another pamphlet of six pages describ@ and 
illustrates the various styles of cast fron lamp posts 
made by this firm. Bach pamphlet gives the weight 
of various sizes of cast iron pipe and specials. 
ELECTRIC MOTORS.—Siemens & Halske Electric 


Co. of America, Chicago. 8vo, pamph., pp. 25, 
25 illustrations. 


This pamphlet describes a new system of transmis- 
sion of power from an electric motor to a machine, so 
that the motor can run at constant speed while the 
machine runs at a speed which may be varied as de- 
sired. The illustrations are very poor, much below 
those issued by American firms of such a standing as 
Messrs. Siemens & Halske. 


— MACHINERY.—Chicago Iron Works, Chicago, 


This firm issues a series of five catalogues, devoted 
respectively to power. hoisting. pumping and carrying 
machinery, concentrating maeMnery, milling machinery, 
smelting machinery, and the J. M. Bryan roller quartz 
mill. About every class of machinery required in mfn- 


ing operations of any sort is described in these cata- 
logues. 


SOCIETY PROCEEDINGS. 


NEW ENGLAND WATER-WORKS ASSOCIATION. 
—The fall excursion of the association will take place 
on Wednesday, Sept. 13, when Plymouth, Mass., will 
be visited. The Plymouth Water Board has arranged 
to give a ride to points of historical interest, and to 
the pumping station of the water-works. Dinner will 
be served at the Hotel Pilgrim at 1 p. m., tickets 
being $1 per plate. R. O. P. Goggeshall, Secretary, 
New Bedford, Mass. 


NEW ENGLAND ROADMASTERS’ ASSOCIATION. 
—The eleventh annual convention was held at the 
American House, Boston, Mass., Aug. 16 and 17. The 
proceedings followed closely the program given in 
our issue of Aug. 3, the most important paper being 
that by Mr. P. H. Dudley, on “Steel Rails: Their 
Manufacture and Service,” a short abstract of which 
we give in another column. The following officers 
were elected for the coming year: President, G. L. 
R. French; Vice-President, R. P. Collins; Secretary, 
E. E. Stone: Executive Committee, G. L. R. French, 
R. P. Collins, E. E. Stone, C. B. Lentell, F. B. Sib- 
ley, S. B. Bodwell, Jr., J. W. McManama. 


INTERNATIONAL ELECTRICAL CONGRESS.—The 
sessions of this congress were held at the Art Insti- 
tute, Chicago. on Aug. 21 to 25 inclusive. Prof. Flisha 
Gray, chairman of the committee on organization, 
called the opening session to order and Prof. Elihu 
Thomson was chosen temporary chairman. The com- 
mittee on permanent organization reported the names 
of Dr. H. von Helmholtz as honorary president, and 
Dr. Elisha Gray as permanent chairman. The tech- 
nical work of the congress was carried on in sections. 
Section A, devoted to Pure Theory, had as its chair- 
man, Prof. H. A. Rowland, of Johns Hopkins, and its 
proceedings would interest few of our readers. Section 
B, “Theory and Practice,”” was presided over by Prof. 
Cc. R. Cross. The subjects presented included “The 
Transmission of Electrical Signals through Space,”’ by 
Prof. W. H. Preece; “Ocean Telephony,” by Dr. Sil- 
vanus P. Thompson, and papers by several authors on 
measurements and efficiency of arc lamps. 

Prof. Edwin J. Houston was chairman of Section C, 
devoted to Pure Practice. The most interesting topic 
discussed Wis the question, What system is best for 
transmission of power over long distances? Prof. 
George Forbes, the consulting electrician of the Cata- 
ract Construction Co., said he had recommended the 


' two-phase alternating current system with independ- 


ent circuits for use at Niagara. All the great electri- 
cal firms of the world presented bids and designs for 


this plant, and those who submitted plans for direct 
current systems were much higher in price than the 
others. Among other subjects discussed were the cor- 
rosion caused by ground currents and the design of 
dynamos of very high voltage. 

At the concluding session of all sections the report 
of the Chamber of Delegates was presented fixing the 
values of various electrical units. The committee ap- 
pointed to settle on a standard of light for photo- 
metric measurements reported that no standard at 
present proposed was wholly satisfactory, and further 
investigation was therefore recommended. 


The total number in attendance at all sessions of 


the congress was about 375. The proceedings of the 
week were varied by a banquet at the Grand Pacific 
Hotel on Thursday evening, a reception by Prof. W 
H. Preece, on behalf of the English Institution of 
Electrical Engineers, on Saturday, a lecture by Nikola 
Tesla, and various excursions and entertainments 
AMERICAN WATER-WORKS ASSOCIATION.—The 
annual meeting of the association will be held at Mil- 


waukee, Sept. 5 to 9. The following papers have been 
announced: “Analyses of Public Water Supplies, with 
Suggestions for a More Exact and Uniform System,” 
by Dr. H. Leffmann, Philadelphia; “Municipal Ac 
quirement of Private Water Company Plants, as Dlus 
trated by the Syracuse, N. Y., Condemnation,” by 8. 
E. Babcock, Little Falls, N. Y.; “Driven Wells, Sup- 
plementary Supply to Brooklyn,”” by Samuel McElroy, 
Brooklyn; “Incidents in Water Supply Tests,"’ by J. T. 
Fanning, Minneapolis, Minn.; ‘““‘The New Orleans Case,"’ 
by L. H. Gardner, New Orleans; “Details of Construc- 
tion of High Earthen Dams for Storage Reservoirs on 
the Pacific Coast,”” by L. J. LeConte, Oakland, Cal.; 
“The Office of City Civil Engineer in Smal! Cities,” by 
H. F. Dunham, New York City; “Damages for Appro- 
priation of Streams,”” by P. D. Wanner, Reading, Pa.: 
“Covered Service Reservoirs,’’ by Samuel Tomlinson, 
Bombay, India; “The Geology of Wisconsin Water Sup- 


plies,"” by D. W. Mead, Rockford, [ll.: “Is Our Drink 
ing Water Dangerous to Health?” by John W. Hill, 
Cincinnati, O.; “Some Experience Regarding Deep 
Wells,” by F. A. W. Davis, Indianapolis, Ind. In ad 
dition, a paper, the title of which has not been an 
nounced, will be presented by Prof. Hrastus G. Smith, 


Beloit, Wis. 


COMING TECHNICAL MEETINGS, 


ENGINEERS’ 800 ney oF PRGeER VIELE, 
Sept.5. Secy.. Halliburto 
= RICAN SOCIETY OF CIVIL ENGINEERS, 
Sept. 6. Seoy., F. Collingwood. 127 Kast 23d St,, New York, 
WESTERN SOCIETY OF ENGINEERS, 
Sept, 6. Secy., Jno. W. Weston. 51 Lakeside Bldg,, Chicago. 
ENGINEERS: CLUB OF ‘ST. LOUIE, 
Sept. 6. Seev.. Arthur Thacher, Odd Fellows’ Building, 
ENGINEERS’ CLUB OF MINNEA POLIS, 
Sept Secy., E. Nexsen, 504 Kasota Block. 
= aia SOCIETY OF CIVIL ENGINEEES. 
—_ Recy., G O. Foss, Helena. 
EecthaEney CLUB OF oe ey 
aterman ne, Baird Building, 
WISCONEIN POLYTECHNIC SOCIETY. ” 
Secy.,M F. Schinke. City Hall 
cIviL ENGINEERS CLUB OF CLEVFLAND. 
Sept. 12, Serv. F. ©, Oshorn, Case Library Bldg. 
ROAD MASTERS’ Assoc IATION OF AMERICA, 
Bept. 12. 18 and a Anrual Convention at Chicago, Il. 
W. W. Sharpe, cross, Ga 
NORTHWEST RAIL Oa CLUB, 
Sept, 12. Seev..W. D. Crosman. Ryan Hotel, St, Pan’, 
NORTH WESTERN SOCIETY OF ENGINEERS, 
Sent, 12, Secy.. D, W. McMorris, Burke Block, Seattle, Wash, 
DENVER SOCIETY OF CIVIL ENGINEERS. 
Sept. 12. Seev., F. E. King, Jacobson Block. 
CIVIL ENGINEERS’ ASSOCIATION OF KANSAS, 
sew 13, Wichita, Kan. 
ENGLAND RAILROAD CLUB. 
Sept 18. Secv, F. M Cortis, 0, C. R. R., Boston. 
= eee ASSOCIATION OF THE S0UTR. 
LR fecy.. W. G. Kirkpatrick, Nashville, Tenn, 
ENGINEERS’ AND ARCHITECTS’ CLUB OF LOUISVILLE, 
Sept. 14, Secy.. F. W. Mowbray, Norton Building. 
NORTHWESTERN TRACK AND BRIDGE ASSOCIATION, 
Sept. 15, Secy., D, W. Meeker, St. Pani 
TACOM « BOCTETY OF ENGINEERS AND ARHITECTS, 


Secy., 


ept, 15, 201 Washington Building, 
aw DIFH ENGINEERS’ CLUB, 
. 16, Seey,, P. Valentine, At 281 Union 8t.. Brook!yn, and 
North 10th St... t.. Philadelphia. At 180 La Salle St,, Chicago. 
Seev., John Ert 
WE*TERN RAILWAY CLUB. 
t. 19. Seecy., Clement F. Street, Chicago, 
A CIATION OF ENGINEERS OF VIRGINIA, 
Sept, 20, Secy., L. V. Carmait, Roanoke Va, 
COLUMBIAN ENGINEERING arenes, 
Sep 19, Ff. W. Hart, Washington, D. C. 
ENGINEERS TETY OF WESTERN P PENNSYLVANIA, 
t. 19, one R. A. Clark, Pittehnre. 
BOs . SOCIETY OF CIVIL ENGINEERS, 
Rept, Secy.. E, Tinkham, 36 Broomfield Bt, 
NEW Youx RA inkoKD CLUB. 
Sept, 21, Seev., John A. Hill, Temple Court, N, Y. 
ENGINERES® CLUB OF Lint og lg ts 
Sept. 21, Secy,. J. F. Wilson, 24 W. 4th St. 
ocabiia vias ENGINEERING SOCIETY OF CHICAGO, 
soutien at C, F. Franson, Portlana Block. 
RN AND SOUTHWESTERN RAILWAY CLUB 
sUastant Sener Sere eek 
bey ADIAn ons Civit, ENGINEERS, 
ontreal, P 
CENTRAL RAILWAY CLUB, > 
2. 8. W. Spear, Buffalo, N. Y. 
civit Ewer Eine” SOCIETY OF ST. PAUL. 
Met, 2, C. L. Annan, City Engineer's OMcr, 
asecTATION oF CIVIL ENGINEERS OF DALLAS, 
Oct, 6, F. K. Smoot. 808 Commerce St, 
rECioAL Shcier Won Geldern, 119 Market St sas 
Von et San Franeinco, 
ENGINEERS’ CL! CLUB OF PHILADELPHIA. 
Oct, 7. Seoy., L, F, Rondinelia, 1122 Girard St. 
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The headquarters of Engineering News on the 
grounds of the World’s Columbian Exposition are 
at Section K, Aisle 37, of Machinery Hall (central 
aisle, just west of the large water tank), and at 
Section U N, Posts 10 to 11 (office No. 9), of the 
Transportation Building Annex, at the west end of 
the Great Britain railway exhibit. For the conven- 
ience of subscribers and advertisers, it is an- 
nounced that some member of the editorial staff of 
this journal may be found at the first-named office, 
in Machinery Hall, from 10 to 10:25 a. m., of each 
week day, and from 10:35 to 11 a. m. at the second- 
named office, in the Transportation Building; as 
also frequently at other times. Appointments 
may be made by calling at our downtown Chicago 
office in the Monadnock Building. 

The Engineering headquarters, at Chicago, are 
at No. 10 Van Buren St., directly opposite the 
viaduct leading to the Tilinois Central R. K. 
World’s Fair trains, and to the steamboat pier, 
and but a stone’s throw from it. The rooms are 
large and comfortable, and include reading, writ- 
ing, smoking and other apartments. The rooms are 
to be kept open during the Fair by subscriptions 
of engineers, and all American and foreign engi- 
neers visiting Chicago are invited to register and 
make free use of the rooms during their stay, and 
to have their mail addressed there. An informal 
reception is held at these rooms every Monday even- 
ing from 8 to 10 p. m. 











The U. S. Department of Agriculture, through 
Mr. B. E. Fernow, the chief of the Division of For- 
estry, is at the present time-disseminating more use- 
ful and detailed information concerning the char- 
acter aud quantity of the timber supply of the 
United States than was ever before available. The 
commercial value of the work already performed 
by this division and the economy to the country at 
large can be better understood by the statement 
that the single demonstration of the real value of 
“bled” turpentine timber, for bumlding  pur- 
poses, means an increase in the value of the 
product of nearly 1,000,000 acres in the Southern 
States and a saving of $2,000,000 in value with the 
appreciation in price taken at only $1 per 1,000 
ft. of timber. The value of the products derived 
from our forest resources, says the last report of 
Mr. Fernow, amounts to more than $1,000,000,000 
annually and as a single industry is only surpassed 
by agriculture itself. But that this vast industry 
sadly needs fostering care, intelligent attenion 
und a close study of present demands and future 


ENGINEERING NEWS 


needs and resources is proved by the vast consump- 
tion of timber in this country as compared with 
that of other countries where necessity has formu- 
lated and enforced protective laws. According to 
the census reports of 1890, the annual consump- 
tion of wood for all purposes has reached the cnor- 
mous total of 22,000,000,000 cu. ft. annually, or 
about 350 cu. ft. per capita, as compared with 12 
to 14 eu. ft. per head in Great Britain and 40 cu. 
ft. for Germany. 





The largest amount of this consumption is for 
firewood, or about 280 cu. ft. per capita; but this 
wood in the United States comes to a large ex- 
tent from split body’ wood of the be@ class of 
trees, and not from the inferior material used for 
this purpose in older countries. The consumption 
of sawed wood products is over 40 cu. ft. per head; 
and if to this is added hewn timber and wood used 
in railway construction the total armual require- 
ments for sizable timber will easily reach 50 cu. 
ft. per head. To produce such amounts the annual 
growth of not less than 500,000,000 acres of well- 
managed forest in good condition would be neces- 
sary, and it would more than double this acreage 
to add the consumption in firewood, mining and 
fencing, for which we use body wood, hardly in- 
ferior to saw timber. According to the most care- 
fully compiled statistics, we now have only about 
480,000,000 acres of forest area,-and a large part 
of this is believed to be in a more or less dev- 
vastated condition owing to destructive fires and 
general lack of care. We have, therefore, been 
using for some time more than our annual growth 
and are rapidly cutting into our inherited capital 
account. Even assuming the figure of a present 
annual consumption of 10,000,000,000 cu. ft., as 
claimed by some authorities, the supply would be 
exhausted in less than 100 years, for our con- 
sumption has increased at the rate of about 30% 
in the last three decades. 





In considering the destructive agencies at work 
fire comes first, and the statement is made that 
if this nuisance could be reduced to unavoidable 
proportions, half the forestry problem would be 
solved. Railways are probably responsible for 
as much loss of timber by fire as any other one 
cause, and this danger can only be reduced by 
strictly enforced ordinances regarding the use of 
spark-arresters, regulations for the cleaning of 
ashpits and frequent patrols of the lines. But 
even these precautions would hardly be effective, 
says Mr. Fernow, without fire-safety strips of 
land running parallel to the railway and variously 
utilized. Wherever this system bas been adopted 
and the clearing attended to in the spring, fire 
from locomotives have been of no significance, as 
the wooded strips acted as screens and prevented 
the sparks from passing to the growth beyond the 
ditch. The company could use these strips for 
growing their own tie-timber, and in any event 
owners of valuable timber land should find in this 
system a hint for self-protection. Against other 
causes of fire constant watchfulness will alone 
protect, and in densely wooded communities this 
protection is» best secured by legal enactment 
similar to the laws passed by the states of Pennsyl- 
vania and Maine. The forestry division of the De- 
partment of Agriculture, in carefully studying 
this many sided and evidently most important 
problem, is doing most excellent work; but unless 
the public at large extends the facilities of this 
new department and pays heed to the warnings 
already issued, little real good will result, and 
when too late the community will bewail the waste 
of a noble patrimony in timber lands and find itself 


compelled to resort to other lands for what we 


could maintain by a comparatively little intelligent 
care at the present time. 


—_ +--+ 


According to our Philadelphia exchanges, the 
authorities of that city are making a beginning in 
a much-needed reform by putting up street signs 
of steel] with the street name in white enamel on 
a blue ground. Though our item does not state 
just how they are displayed at the street corners, 
these signs have the marked advantage of being 
clean, easily read and lasting. New York is sadly 
in need of a similat reform, for since the substitu- 
tion of electric lights for gas on our main thor 
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oughfares, the old glass signs have either wholly 
disappeared for blocks, or hang in unused wrecks 
of gas lamps where they can be of little practical 
use. The citizens as well as strangers need these 
signs and have a right to demand them of the au- 
thorities, and all interests require that they tell 
the truth and tell it plainly. Every one is doubt- 
less familiar with the vagaries of the old-time lamp 
sign which was too often made to lie by simply 
turning the lamp, and something very different is 
demanded now. The requirements of the sign itself 
are well met by the enameled form familiar to 
every one, but the question of where to put this 
sign is not so easily answered. The following ar- 
rangement has at least the merit of simplicity: 
Where there is an electric lamp, or any other per 
manent and suitable city fixture at the intersection 
of streets, bolt firmly to this fixture a right angle 
of cast iron carrying on its two faces the proper 
street names in white on blue enamel. Where there 
is no corner street fixture, fix the same sign upon 
the corner house, even if it has to be placed mid- 
way of the second story and above the awnings, 
ete., too often obstructing these corners. The main 
points to be considered should be the permanent 
nature of the sign and plainness of lettering, both 
secured by the heavy casting and the enamel, and 
permanence of attachment, so that the sign always 
points in the proper direction. Judging from the 
unsatisfactory nature of street signs in our large 
cities generally, a small fortune awaits the man 
who will invent a sign that will meet the above 
requirements and yet be cheap enough to satisfy 
the economical ideas of our city fathers. 
—_——_g_____ 


A plan for marketing city bonds at a good price, 
and at the same time drawing the currency which 
has been hoarded during the past few months back 
into circulation, is proposed by Mayor Pingree, of 
Detroit. He advocates the issue of city bonds in 
small denominations, say, $25 each, and selling 
them direct to the people, holding that they will 
have a confidence in such investments that they 
do not have in savings banks, and will invest their 
money instead of keeping it in hiding. Doubtless 
the bonds would be sold chiefly to residents of the 
city issuing them, and there would thus be a 
further gain in that a large number of working- 
men would have an additional incentive to use 
their influence for honest and economical city 
government and for the maintenance of law and 
order. 





In our report of the test of the Allis pumping 
engines at the Harrison St. station, Chicago, in our 
last issue, we stated that the feedwater consump- 
tion, 12.13 Ibs. per I. HP., was one of the lowest ever 
made, with a steam engine of any type. We have 
since then noticed that the Milwaukee pumping 
engine, by the same builders, which was tested by 
Prof. R. C. Carpenter im March last, showed a 
consumption of only 11.678 Ibs. of dry steam per 
I. HP. The Milwaukee engine is nearly identical 
in size and we believe also in general design with 
the Chicago engines, but it was run in the tests at 
a somewhat higher piston speed. We would also 
correct our reference to Mr. Jas. N. Warrington, 
the engineer who conducted the test, as a member 
of the staff of the R. W. Hunt testing bureau. 
Mr. Warrington is connected with the Vulcan Iron 
Works, of Chicago. The test was made jointly by 
one of the engineers representing the Hunt bureau 
and Mr. Warrington. 


-_---ortCO 


A representative of our staff has been examining 
the register of foreign engineers and those inter- 
ested in engineering visiting the headquarters in 
Chicago. To the present date 303 foreigners have 
so registered, and of this number 166 are from Ger- 
many, England sends 30, and France 27. Of other 
countries represented by engineers we note Italy, 
Russia, Norway, Sweden, Spain, Japan and Aus- 
tralia. Space forbids giving the list in full, and 
some of the names are so illegibly written that 
they defy translation into cold type. The majority 
of the German engineers belong to the German So- 
ciety of Civil Engineers and the of Me- 
chanical Engineers: and many of the ther foreign 
engineers are attached to the official commissions 
representing their several governments. 
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SHALL OUR STREAMS AND LAKES BB RE- 
SERVED FOR WATER SUPPLIES OR 
ABANDONED TO SEWAGE POLLUTION? 


The gross sewage pollution to which many of 
our public water supplies are subjected gives rise 
to the question, Which shall take precedence, the 
use of our inland waters as convenient outlets for 
sewers or as sources of pure water supply? 

In considering this question such streams or 
lakes as are already polluted and are not used as 
water supplies may be excluded and also such 
others as pass through densely populated regions 
and are subject to contamination from street drain- 
age and seepage from polluted soil, even though 
sewage should be excluded from them. There will 
remain lakes and streams which were taken for 
public water supplies when of comparative purity 
but which later have actually been polluted or are 
threatened with pollution from the sewage of 
towns. 

Cities whose water supplies are contaminated or 
threatened with contamination may be divided into 
two general classes; those which pollute their own 
supplies and those whose supplies are polluted by 
other communities. The cities of the first class 
have only themselves to blame, and deserve no pity 
except in so far as the natural conditions are 
such that the removal of contamination or the 
securing of a new and pure supply involves a great 
financial burden, which, of course, is no excuse, as 
a pure water supply should take precedence of 
other improvements and with all the possibilities 
of modern sanitary engineering can always be 
secured. 

Cities which, at great expense, have secured 
water supplies of good quality and gradually find 
the water deteriorating through sewage pollution 
from another city deserve sympathy and, as a 
general statement, should have recourse to legal 
protection. 

It would be interesting to review the laws of the 
various states of the Union on this point, but for 
the present we will only touch upon the statutes 
of three states which seem in advance of all others 
in this respect. These three states, Massachusetts, 
New York and Minnesota, have to a large extent 
turned over to their Siate Boards of Health the 
sanitary protection of their inland waters. In ad- 
dition it is known that Delaware and California 
and, in Canada, Ontario and Quebec have vested 
in their health boards considerable authority to 
protect water supplies. In New York all plans 
for sewage disposal systems and in Massachusetts 
all plans for such systems or for water-works 
must be submitted to and approved by the State 
Board of Health. If a projected sewage disposal 
system promises to contaminate a stream used for 
a public water supply, the plans are not approved 
and the works cannot be built. In addition to 
this the laws of Massachusetts give its State 
Board of Health general supervision over all in- 
land waters and prohibit the discharge of polluting 
matter in large ‘quantities into streams used for 
public water supplies at points nearer than 20 
miles above a water-works intake or into any body 
of water used as a water supply, and entirely pro- 
hibit the discharge of human excrement into such 
bodies of water. This prohibition has been in force 
since 1878. The Connecticut and Merrimac rivers, 
however, are exempted from this provision. 

In 1885 the Legislature of Minnesota passed an 
act modeled upon the Massachusetts statute of 
1878. The first clause of the act is as follows: 


No sewage, drainage or refuse or —— matter of 
such kind as either by itself or in connection with 
other matter will corrupt or impair the quality of the 
water of any spring, well, pond, lake, stream or river 
for domestic use, or render it injurious to health, and 
. human of ne arenes — be mane = = 

tharged into, or placed or deposi upon the ice o 
any pond, lake, stream or river used as a source of 
water supply by any town, viliage or city: nor shall 


any such sewage, pe. refuse or luting matter 
or excrement be pla the banks of any such 
ake, stream or river within five miles above 


pou. lake, 

~ ee See such supply is taken 

stream or river. 
Tn ease of vidlations of the above the State Board 

of Health of Minnesota, after a hearing, may: 


. or into any 
thereof of any such pond, lake, 


- . « Order any person or corporation or munici- 
pal corporation to desist from the acts causing such 
pollutions. or to cleanse or fy the polluting sub- 


wee wee 8 manner and to such a degree as shal! 


said board before being cast or allowed 
to flow into the waters thereby polluted, or placed 


the fice or banks of of the 
water, etc. aT 


F 


Aside from the New York act providing for the 
approval of sewage disposal plans there is one, 
passed in 1890, which authoriaes the State Board 
of Health to make rules for the sanitary protection 
of the water supply of any city. Instead of provia- 
ing. as does the Minnesota statute, that the parties 
eausing the pollution shall stand the expense neces- 
sitated, there is a section in the New York act, as 
amended, the first part of which reads as follows: 


When the State Board of Health shall, for the pro- 
tection of a water supply from contamination, make 
regulations the execution of which will require or 
will make necessary the construction of and maintain 
ing of any system of sewerage. or a change thereof, 
in any or for any village or hamlet, whethor the same 
be incorporated or otherwise, or the execution of which 
will require the providing of some public means of 
removal or purification of sewage. the municipality or 
corporation owning the water-works benefited thergby 
shall, at its own expense, construct and mointain sich 
works or means for sewage disposal as shall be ap 
proved by the State Board of Health. 


From the above it appears that the people of 
Massachusetts, New York and Minnesota have en- 
acted specific laws to prevent the pollution of their 
water supplies, Minnesota excluding all sewage, 
Massachusetts setting a 20-mile limit and New 
York and Massachusetts compelling all plans for 
sewage disposal to be submitted to their State 
Boards of Health, which may disapprove them if 
not in accord with sanitary principles. Instead of 
prohibiting the pollution of water supplies by a 
general act, New York makes necessary separate 
regulations for each water supply and except for 
minor contaminations throws the burden of 
excluding or purifying sewage from exist- 
ing plants upon the city benefited, a condition 
which has been established, it appears, by politi- 
cians, and not by sanitarians, and which, as apply- 
ing te all cities which take advantage of the act 
seems unjust if not grossly barbarous. 

Omitting further discussion regarding who should 
pay for excluding sewage from a water supply, the 
stand taken by three of our states that it must or 
may be excluded cannot be too highly commended, 
and until something arises to indicate the 
trary, our State Boards of Health seem the proper 
bodies to be made the guardians of our water sup- 
plies, or such streams as may hereafter be needed 
as supplies. 

Whether in the case of long streams, statute pro- 
hibiting the discharge of sewage into them are not 
too stringent, we will not undertake to dis- 
in the case of long streams the Minnesota statute 
is not too stringent we will not undertake to dis- 
cuss at present, further than to say that in matters 
of health, as of engineering, it is always best to 
have an ample factor of safety. And it may be 
added that until our knowledge of the distance to 
which disease germs may be carried by running 
streams and of the length of their life in both 
running and still water is at a more advanced stage 
than now a large factor of safety is highly advis- 
able. 

The evidence is increasing from day to day that 
to impure water supplies are due a vast number 
of deaths from communicable diseases, and thus 
it behooves our legislators to enact laws which 
will place every possible safeguard about public 
water supplies, and, above all, to provide for intel- 
ligent supervision of them and for such experimental 
work as is needed to settle some of the unsolved 
problems relating to pure water. Meanwhile let 
every one do what he can to exclude sewage from 
our water supplies, and to preserve the natural 
purity of our inland waters wherever their use for 


receptacles for sewage would be prejudicial to the 
public health. 


con- 








LETTERS TO THE EDITOR. 


THE SILVER STATUS. 

Sir: In your Ang. 10 number is an article on “The 
Silver Status,’ in which you make some errors, per- 
haps because you are not familiar with the facts. The 
preduction of silver has not reached any such alarm- 
ing proportions as you imagine. 

Tn 1853 the world’s production of gold was about 
$150,000,000. It then was at the maximum. The pro- 
duction of silver last year was about 152,000,000 oz. 
It is probable that the maximum production of silver 
has been reached. You say that “there is every prom- 
ise of indefinite further increase in the production of 
silver from known and seemingly inexhaustible sources 
of supply." Can you potnt out these inexhaustible 
sourees of supply? Men who are familiar with silver 
mining do not find any known sources of supply inex- 
haustibie. The best paying mines in Nevada were the 


mines on the Comstock vein. The bonanzas in those 
mines are exhausted and the mines are not now pay 
ing expenses. The greatest silver mine in Montana 
was the Granite Mountain. This mine no longer pays 
and is, I believe, closed down. The leading silver 
mine in Utah is the Ontario, which stopped paying 
dividends about a year ago. In Colorado the leading 
eamp is Leadville. The mines that made Leadville so 
famous were the Little Pittsburgh and Chrysolite. 
These mines were exhausted years ago. The second 
camp is Aspen. It has been producing silver for eight 
years, and already the Emma, Vallejo and Spar, the 
three mines whose large bodies of rich ore gave the 
camp its first reputation, are no longer producing 

The Broken Hills mine in Australia for several years 
has been reckoned among the largest 
silver in the world, but the amount 
these mines that can be taken 
known to be very limited. With modern machinery 
silver mines can be exhausted much- more rapidly 
than formerly, and nothing is more certain than that 
new mines must be discovered or the production of 
silver will soon begin to rapidly fall off 

In regard to the stability of silver permit me to say 
a word. There is but one law for determining the 
value of a commodity. The value of any commodity 
ts what it will exchange for. Wheat is In value one 
of the most stable of commodities. Its stability Is se 
well recognized that it is generally taken as the 
standard with which to measure the variations of 
gold. The gold price of wheat has fallen from $1.20 
per bu. in 1873 to 55 cents, the price quoted in Chicago 
early this month. The silver value of wheat shows 
but little change. Compared with other commediti s 
silver shows a similar stability and gold a want of 
stability. 

Bank bills, checks and clearing-house certificates may 
serve as medium of exchange. but values are meas 
ured by standard money. In 1873 the standard money 
of the world was all the gold and silver that existed 
either as coin or as bullion available for coinage, 
amounted to about $7,500.000,000. There has been a 
large increase in the population and business of the 
commercial world. To-day the standard money of 
the world is gold and amounts to about $3,750,000,000 
The value of standard money upon supply 
and demand. Apply this law you will see the 
reason of the great fall in Was there any 
evidence that there was too much standard money in 
IS73? If not, how can you claim that there is enongh 
uow? If men had doubts about the unit of value 
would they not exchange those units for real property 
whose value would be permanent? As a matter of 
fact, is not every one exchanging all kinds of prop 
erty at a sacrifice for those very units whose value 
you say is in doubt? Are you not a little in error in 
assuming that an appreciating standard is better than 
a depreciating one within the same limits, even for 
the creditor? If the standard depreciates steadily 
there is a loss in the purchasing power of the money, 
but there is a better demand for it and there 


producers of 
of ore left itn 
out at a profit is 


and 


depends 
and 


prices. 


is @ 
greater certainty of debts being paid with rising 
prices. Men are failing every day who could easily 


pay all their debts if prices wonld remain stationary 
You should count the effect of the shrinkage of valnex 
during the past year when you form your opinion of 
what would be the result of a permanent and con 
tinnous fall In prices. It is true men would he will 
ing to lend if security were sutisfactory. but who 
would dare to borrow? Who would dare to produce? 

Respectfully, HK. W. 

Ouray, Colo., Aug. 17, 1898. 

(We deem it but right to give the case put for- 
ward by our correspondent a hearing. especially 
as he well represents several other correspondents 
whose letters we cannot publish; but, as thie jour 
nal is not devoted to financial or political topics. 
we must decline to allow its columns to be diverted 
to their discussion to any large extent. Our only 
excuse for entering wpon it at all was that just at 
this time the subject is occupying the publie atten- 
tion almost to the exclusion of others, and that the 
practical interests of all our subscribers are deeply 
involved in the issue. No engineer can earn his 
living professionally except when some one is spend- 
ing great sums on public or p*ivate works, either for 
construction or maintenance. Therefore, they are the 
first to suffer from financial stringency, and great 
numbers of them are now suffering severely, as we 
know. 

Our correspondent’s main argument is that there 
are no such imexhanstible sources of sn! of 
silver as we spoke of, and he asks us to point them 
out. We should point out the State of Colorado 
as one place, so far as can be judeed from present 
indications. Tt matters not that this mine or that 
gives out. The essential fact is that the yield as 
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a whole keeps on increasing rapidly. In Mexico, 
however, there are a number of silver mining 
“camps” which have been producing silver on a 
large scale for nearly 400 years, and are still pro- 
ducing it, having been in and out of bonanza a 
dozen times in this period; for example, Zacatecas, 
Guauvajuato, Pachuca, Chihuahua (the last more 
modern) and others. The Andes are also full of 
vast silver ore deposits which are not now worked 
for one reason or another, but are known to be of 
vast magnitude. The Comstock vein itself is 
far from exhausted. It is merely worked down 
to the point where expenses balance receipts under 
present conditions. Any decided mechanical ad- 
vance, making it mué¢h cheaper to work the vein, 
would reopen it at once in full activity. The differ- 
ence between silver and gold is that no known 
sources of gold supply exist from which under any 
circumstances any very large increase of supply 
can be obtained at whatever cost. It is idle to 
ignore this contrast. It is a leading factor in the 
present situation. 

Mechanical advances of all kinds are being made 
continually. To that and not to appreciation of 
gold the great fall in price of almost all kinds of 
material commodities is to be ascribed. The con- 
elusive proof of this fact is that the prices of all 
immaterial commodities, such as human labor, pro- 
fessional services and the like, have been steadily 
increasing, and were never so high as to-day. No- 
where is this fact better illustrated than in the 
state of ‘Colorado, where heretofore unheard of 
gold wages have been paid to common laborers for 
producing. silver, in spite of the admitted fact that 
the gold prices of all material commodities which 
they need to buy to live on average much lower 
than 20 years ago. As the total value of labor and 
service bought and sold yearly greatly exceeds 
the total value of all material commodities bought 
and sold, it is untrue and absurd to claim that the 
total sums transferred yearly for value received 
was ever done at higher mean prices in gold than 
it is to-day. 

Our correspondent shows a tendency to go to 
extremes in his figures. The mean gold product 
of the world in the five years 1850-55 was some 
$132,000,000, not $150,000,000, and for the next 
five years about the same. It gradually fell to 
$100,000,000 in 1883-4, and has since recovered 
to nearly or quite its highest mean rate for 
1850-60. On the other hand, the coinage value of the 
152,000,000 oz. silver which our correspondent con- 
cedes for 1892 is some $186,000,000, which is just 
double what it was in 1877, and four times what 
it was in 1862, the increases ad interim being in 
quite uniform ratio. When is this increase to 
stop? How long will it take at the present rate 
of increase to flood the world with silver? Again, 
the price of wheat in 1873, which our corre- 
spondent gives as $1.30, is officially given as $1.15, 
and the next year it was only 94 cts. On the other 
hand, it is absurd to quote in comparison with 
such figures the price of wheat or stocks, or any- 
thing else “in Chicago early this month.” Prices 
of everything have gone all to pieces temporarily, 
owing to causes in dispute. The mean price of 
wheat at the present time, taking several years 
together, may be fairly estimated at 70 to 75 
cts., which is little, if any, lower than its aver- 
age price for 30 years before 1860, when it fre- 
quently fell below 70 cts., as may be seen by re- 
ferring to any extended table of prices. It is true 
that for some 12 or more years afterour war the price 
of wheat ruled from $1 to $1.25, but special 
causes for that existed. 

One thing our correspondent may accept as a 
certainty. Men will not loan “dollars,” except 
at exorbitant interest, to be repaid later in other 
“dollars,” which they fear may in the meantime 
have depriciated. It is logically warrantable to 
urge that no great harm would result ift hey re- 
fuse. That is a matter of opinion; but that they 
would in fact, refuse except on the hardest kind 
of terms, is a certainty.—Ed.) 

NATURAL FILTRATION FOR WATER SUPPLY IN- 
TAKES. 

Sir: I notice in your issue of June 15 an article on 
“Water-Works Intakes on Lake Michigan"’ which is 
very interesting and has some good suggestions. But 
as this is the age of improvements, let me suggest 
another remedy which I think still better and which 


is adapted not only for Lake Michigan, but for all 
other lakes and a good many rivers. All these bodies 
of water have from 8 to 20 ft. of sand on their shores, 
and these beds of sand and gravel extend out from 
200 to 1,000 ft., sometimes farther. Now, instead of 
using some system to avoid the sand and gravel I 
would utilize it. Sand is the best and only natural 
filter we have. Take heavy wrought iron pipe and 
push it out horizontally in the sand under the water 
in the lake to a distance of 200 ft. or more, care 
being taken to keep the pipe 6 ft. or more from the 
surface of the sand. After the pipe is out the dis- 
tance desired put in a strainer or screen made of solid 
brass (which will not corrode or stop up), with slots 
eut fine enough to exclude the fine sand; then with- 
draw the pipe for the length of the strainer and 
fasten it, leaving the strainer exposed in the sand 6 
ft. or more below the surface. You can then attach 
your pump and draw water from the pipe with no 
fear of sewage contamination, as the sand is a puri- 
fier, and no fear of anchor ice stoppages nor of the 
shore ice piling up and breaking or stopping up the 
pipe. Such an inlet cannot be disturbed by wreckage 
of driftwood, and requires no extra machinery on 
shore for compressing air, or any other complicated 
appliances. It is merely putting a well in with a 
horizontal strainer in the sand below all danger 
points. 

This plan was devised and has been used by the Cook 
Well Co., of St. Louis and Chicago, for several years, 
and has met with perfect success so far. You gave 
a description of their horizontal well system some 
time ago, but did not call attention to these very im- 
portant features of it, which may be of value to your 
readers. Respectfully yours, 

L. D. May. 

Lowell, July 23, 1893. 


(The horizontal well system by which the water 
supply from Lake Michigan to the city of South 
Haven, Mich., is filtered was illustrated and de- 
scribed in our issue of May 11, 1893.—Hd.) 


RATL SECTIONS ON THE LONG ISLAND R. R. IN 
1856. 


Sir: On looking over my papers recently I found a 
tracing in pencil, made in 1856, from two of the rails 
used on the Long Island R. R. in Brooklyn, of which 
I send an approximately correct copy. The first form 
(from a siding) is one of the oldest used in this coun- 


Rail Sections Used on the Long Island R. R. in 1856 


try, and the rail was supported on cast iron chairs; 
the other (from the main track) was spiked to the ties 
in the usual way, but of course without fishplates. 
By comparing these with the modern forms illustrated 
in your last number the difference will be found strik- 
ing and instructive. Yours respectfully, 

Brooklyn, N. Y. R. D. Dodge. 


THE KNOWLES PUMP AT CLEVELAND. 


Sir: A few days ago I read an article in your paper 
about the breakdown of a Knowles pump at the Cleve- 
land water-works. After reading this article I ad- 
dressed a letter to the Blake agents in Cleveland, 
Messrs. Lord, Bowler & Co., and asked them to in- 
vestigate as to the magnitude of the breakdown. They 
sent the letter, which I inclose, and which I wish you 
would read, so that you may see the insignificance of 
the break, and the importance of publishing it to the 
reading public. 

I beg to call your attention to the fact that these 
two 15,000,000-gallon pumping engines manufactured 
by the Knowles Steam Pump Works have been in 
constant use in the Cleveland water-works for the 
past six years, performing more work than any of the 
other pumping engines in the city water-works, and 
they have never cost anything for repairs. 

Yours truly, Lewis S. Silva. 

New York, Aug. 9, 1893. 


The letter inclosed from Messrs. Lord, Bowler & 
Co. reads in substance as follows: 

The breakdown to the Knowles pump was caused by 
one of the clamp nuts on the valve stem inside the 
steam chest, working off or off. It fell in 
such a way that the valve caught it in making a 
stroke, and jammed it against the end of steam chest, 
preventing the valve going as far as its travel. Some- 
thing had to give way. and the crank arm broke, of 
course stonping the pump. The repairs were made 
at the Globe Iron Works very easily, and the pump 
is working again as good as ever. 

A similar accident has ha ed three times to the 
Worthington engines. twice to one, and once to the 
other. but fortunately when the nt nut or clamp 
nut fell off its rod it fell on the ie of the valve and 
not on the end, so there was no breakage, although 
the engine was stopped until that nut or a new one 
was replaced. 

THE MANUFACTURE AND USE OF PAVING 
BRICK.* 
By Daniel W. Mead, Assoc. M. Am. Soc. C.E. 


The generic term brick includes within its meaning 
classes of material of such wide variations in their 
parteular qualities as to need a more definite classi- 
fication when considering the adaptability of such 
classes to particular purposes. So, when we consider 
a certain class of this material for street paving it 
must not be confused with other classes manufactured 
for other purposes and perhaps entirely unfit for this 
particular use. These manifold qualities of brick are 
due partially to methods of manufacture, but more 
largely to greatly diversified qualities of the clay from 
which the brick are made. 

Occurrence and Distribution of Clays.—Clays may be 
classed as to their origin and occurrence as follows: (1) 
Residuary clays result from the disintegration of rocks 
in place. The soluble and binding materials are 
leached out and washed away and leave the insoluble 
materials in a more or less divided form, as clay. This 
takes its character from the character of the rock 
from which it is derived, modified by the action of 
water. Some of the purest clays are derived in this 
way from feldspathic rocks from which the alkalies 
have been leached, leaving a clay closely resembling 
kaolin (pure clay). Other less pure clays are derived 
from the disintegration of limestone, sandstone, etc.; 
in each case, however, the soluble constituents are al- 
most entirely gone. leaving the insoluble silicates. 
quartz grains, alumina and ferric oxide. Clays Nos. 
1. 2 and 3 in Table LT are examples of this class 
of clays. (2) Drift clays are the result of the me- 
chanical action of the ice during the glacial period, 
by which the various formations were ground up and 
mechanically transported and redeposited largely with- 
out the ald of water. These clays represent the char- 
acter of the mother rock much more accurately than 
those of class 1, as in this case the soluble matter 
is largely retained and not leached out, except by the 
action of the water, since their deposition. (3) Alluvial 
clays are residuary and drift clays rewrought and re- 
fleposited by fluvial agencies, (4) Indurated clays, or 
argilacious rocks and shales, are formations resulting 
from the disintegration of the earlier rocks by various 
influences and their re-formation Into new strata. They 
have usually been subjected to great pressure from the 
superincumbent rocks, to which pressure they owé 
their physical character to a large extent. 

Of these four classes, the residuary clays (class 1) 
are found wherever rocks and the result of their dis- 
integration have been undisturbed by fluvial or drift 
influences, and are hence found largely outside the drift 
areas. The clays of class 2 are found within the drift 
sheet and constitute the common brick clays of the 
Northern States. Those of class 8 occur along the 
various river courses; while those of class 4 occur in 
the many geological horizons, which we may briefly 
summarize as follows, beginning with the oldest and 
lowest geological horizon: (a) In Utica slate as a dark 
carbonaceous clay slate, hard in Pennsylvania, soft in 
New York, sometimes interbedded with impure lime- 
stone. (b) In the Hudson River shale as_ shales 
and slates more or less interbedded with lime- 
tone (over 5.000 ft. thick in Pennsylvania and 
200 ft. thick in Illinois). (c) In the Salina 
(or Onondaga salt group) as a red shale (in New 
York State, from 1 to 500 ft. thick). (@ In the Devon- 
fan as the Marcellus shales, a biack slate, somewhat 
bituminous. As the Hamilton group, consisting of 
slates, shales and sandstones, 300 to 700 ft. thick; as 
the Genesee formation, the black slate of the west 
and south; as the Portage group, consisting of shales 
and flagstones; as the Chemung group, consisting of 
thin bedded shales, sandstones and flagstone. (e) In 
the Carboniferous, in which are developed the most ex- 
tensive beds of fireclays, potters’ clays, shales, soap- 
stone, ete., interbedded with sandstone, limestone and 
coal. (f) In the Triassic, which usually consists of 
dark sandstones, oft shales and coarse conglomerate. 
(zg) In the Cretaceous and Tertiary, which consists of 
earthy formations of sand and clays, oil 

Of the deposits of clay above named, the cldys from 
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the carboniferous period are most widely utilized for 
the manufacture of paving brick. At Columbus, O., 
the Devonian shales, or the product of their disinte- 
gration, is utilized, while at Syracuse the Salina shale 
is found available. Some few drift clays are also suc- 
cessfully used for the manufacture of a fair quality of 
paving brick, notably at Decatur, Jacksonville and Ur- 
bana, in Dlinois. A mixture of drift clay and carbon- 
iferous clay is utilized at Brazil, Ind., for the manu- 
facture of paving brick. The accompanying map shows 
the distribution of the carboniferous deposits east of 
the Rocky Mountains and also the outline of the drift 
area. It also shows the location of the principal pav- 
ing brick factories and the principal cities which are 
now using this material for paving within the terrtory 
shown. 

Character of Clay.—As may be judged from its wide 
occurrence and manifold compositions, clay varies 
widely in its extreme characters; but all materials to 
be classed as clays must have certain constituents in 
common. The essential ingredient is a hydrous sili- 
cate of alumina, known as kaolin, which, according 
to Prof. G. H. Cook, is composed of: 
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100.00 
This may be considered a pure clay, and is rarely, 


if ever, found in nature. To this is commonly added 
in varying quantities, silica, lime, magnesia, ferric 
oxide, potash and soda. The presence of these sub- 
stances, which may be regarded as the impurities of 
clay, and the physical condition under which they 
exist, cause the wide variation in the clays themselves 
and to a great extent in the manufactured product 
made therefrom. 

Character Due to Chemical Constitution.—Pure alu- 
mina will resist the highest temperature of the blast 
furnace, in which crystalline quartz (silica) will be 
only slightly affected, both being practically infusible. 
Alumina shrinks, warps and cracks greatly in drying, 
but gives plasticity and adhesiveness to the clay and 
strength to the product. Silica prevents cracking and 
distorting, the more silica being present the less the 
shrinkage. But the more silica the less plasticity and 
adhesiveness of the clay and the less strength and 
greater brittleness. Lime and magnesia, while infusi- 
ble in themselves or with alumina, fuse in the pres- 
ence of an excess of silica, as do also several other 
common ingredients of clay, and form a “vitrified 
brick.’* 

It is found that potash has the most active fluxing 
effect on clay, after which follow soda, lime, mag- 
nesia and iron, in the order named. To “vitrify,”’ a 
clay should contain at least 3% potash, or 344% of soda, 
or 5% of lime or magnesia, or 8% iron, or a combined 
proportion of any or all of these fluxes equal to these 
amounts. An appreciable less amount of these fluxing 
elements will leave the product more of the nature of 
a firebrick, unvitrified and porous, and, as a rule, un- 
fit for paving purposes. A greater proportion than 
above specified is desirable, and will make the clay 
more easily vitrified at a less heat, and is to some 
extent a measure of its economic manufacture, as a 
lower heat and consequently less fuel will be required 
in its burning. Too great an amount of these fluxes, 
amounting, perhaps, to three times the quantities above 
mentioned, will render the clay hard to handle on ac- 
count of great fusibility. According to Richter, lime 
and magnesia are more active fluxing agents than 
potash and soda, but his conclusions do not agree with 
American experience. The presence of lime or mag- 
nesia in a paving brick in reasonable quantities is not 
believed by the write: to be detrimental to the brick 
if it exists n a finely divided state and is intimately 
commingled with the other constituents, so that a 
silicate of lime or magnesia will be formed in the 
burning. The Milwaukee building brick is one of the 
best of common brick, and it contains a large percent- 
age of lime, and Portland cement contains often as 
high as 60% of lime. In each case, however, the lime 
exists in close chemical or physical union with the 
other elements of the material. 

Iron in considerable quantities has a fluxing effect 
with silica and to this extent cements it together and 
gives it strength. It is not the most valuable of con- 
stituents in this regard, however, and its presence is 
not essential to a first-class paving brick. Iron, when 
present, is usually in the form of hydrous peroxide or 
protoxide of a yellowish or bluish color. During the 
burning, the water of crystallization is expelled and 
the iron takes the form of the red peroxide, giving 
its color to the material in proportion to the amount 
present. Potash and soda fuse at a lower temperature 
than the other constituents of clay, and their presence 
in suitable quantities is desirable for the manufacture 
of vitrified paving brick. 

In Table I. the analyses of various paving-brick clay 
are given with that of some other noted clays for com- 





of physical condition is equally important to that of 
chemical character. Many of the clays from the older 


_ formations have been compressed and consolidated 


and form slates and other hard argillaceous rocks; 
others less compact form the shales, while others 
exist in a plastic form. There is a marked difference 
in their adaptability for manifacturing use under these 
varying conditions, and the methods of manufacture 
must be largely determined by them. If a clay is not 
found naturally in a plastic condition, it must be re- 
duced to a finely divided state by mechanical means 
before it can be tempered and made into paving brick. 
While as previously noted, the fusing of clay depends 
on its constituents to a great extent, yet its physical 
condition also modifies this quality largely. Coarse 
clay, even with considerable of the fluxing materials, 
will resist considerable heat. The more finely clay is 
ground the more easily it is vitrified and the tougher, 
stronger and more impervious its produce becomes. 
Fineness in grain is an essential feature of the best 
paving clays. 

The ingredients of the clay exist in various forms 
which affect the clay and its product. The uncom- 
bined silica may be more or less finely divided and its 
condition has its effects on the action of the fluxes. 
In clays derived from feldspathic or micaceous rocks, 
undecomposed feldspars and micas sometimes occur. 
Lime, instead of being finely divided, may occur as 
lumps or pebbles. in which condition it will unite 
with the other ingredients only on its surface, the bal- 
ance burning into caustic lime, which, on exposure, 
will gather moisture and slack, disintegrating and 
crumbling the brick. In general, a clay which will not 
readily melt and run, and yet one which will fuse and 
vitrify, but keep its shape, is esseutial to the manu- 
facture of the best paving brick. Analysis and physi- 
cal examination will point out the probability of the 
development of certain characteristics in the manu- 
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factured product, but, after all is done, the only thor- 
ough test is the working of the clay by suitable meth- 
ods and its proper burning. 

The Manufacture of Brick.—The greatest diversity, 
both in the mechanical and chemical constitution of 
clays, renders the question of method of manufacture 
a difficult one, for the knowledge of the successful 
utilization of one clay is not wholly applicable to an- 
other. All clays are improved by being loosely thrown 
up and exposed to the weather, and some clays are 
improved by thoroughly wetting and allowing them 
to lie for a day or more. The nearer homogeneous and 
fine grained a clay naturally occurs, the fewer pro- 
cesses necessary in handling it. 

The soft mud process is used only to a very limited 
extent in the manufacture of paving brick, Bloomington, 
IL, being the only place familiar to the writer where 
this process is still used. The dry press process of 
brick manufacture has not as yet come widely into use 
for the manufacture of paving brick, although certain 
clays might be worked by this method. and the writer 
understands that some paving brick are being made at 
Middleport, O., and Louisville, Ky., by this method, 
although he has not seen them. What is known as 
the stiff mud process is the one usually adopted for 
the manufacture of paving brick and seems to be the 
best adapted for the present circumstances of its 
manufacture. 

The clay, if indurated, is first reduced to a powder, 
usually by means of the granulator or dry pan, and 


TABLE I.—Showing Analyses of Paving-Brick Clay trom Various Localities. 

Mag- 
Protox. ne- 
of iron. Lime. sia. 


then thoroughly tempered in a suitable pug mill before 
passing to the brick machine. As a rule, the longer 
and more thoroughly the clay Is worked or tempered, 
the more uniform and better will be the resulting prod- 
uct. The auger machine has given the best satisfac 
tion In the manufacture of stiff mud brick, and the 
machine makers of the United States have adopted 
this type of machine almost universally. On leaving 
the machine, the brick manufactured by this process 
are dry enough to handle, and they are placed on 
trucks or cars and conveyed at once to the dryhouse. 
Some makers re-press their brick before drying, but it 
18 not common practice at present, although many fac 
tories furnish both common and re-pressed paving 
brick. 

Drying.—Several systems of drying are In successful 
use among the paving brick manufacturers: (1) By a 
hot floor, which may be produced by furnaces or steam 
pipes under the floor over which the brick are hacked 
to dry. (2) By slatted floors under which are steam 
piping and over which the brick are hacked to dry. 
Sometimes a modification of this method {is used in 
which the dryhouse has racks from floor to ceiling on 
which the brick are placed for drying. (3) A system 
of flues or tunnels into which the brick are run on 
ears, which will hold about 500 brick each. These 
tunnels are heated by means of furnaces or steam 
pipes. The third method in one of its various forms 
seems best adapted for handling large quantities of 
brick, as the brick can usually be dried in from 18 to 
36 hours by this method, where it takes from one to 
five days on the dry floor and from five to ten days if 
dried in racks. The saving in time and cost of han 
dling is also considerable. Outdoor drying is a method 
too slow and uncertain for practical use in handling 
large quantities of brick. Clays vary greatly in the 
facilities with which they may be dried. Clays highly 
aluminous must be dried with great care and often 
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very slowly, otherwise they warp and crack, while 
those with much silica will stand forced drying. Thor- 
ough drying greatly facilities the burning of the brick. 

Burning.—There are two methods used for burning 
brick. The ordinary way in which common building 
brick are burned is in the updraft or clamp kiln. This 
furnishes good ordinary brick, but it is almost impossi- 
ble to get a uniform product, not over 40% of the 
brick in a kiln being available for “pavers.” The 
down draft kiln secures a uniform and much higher 
temperature, a large percentage of the brick, from 80 
to 90% in a well designed and well constructed kiln, 
being suitable for paving purposes. 

In burning brick, the fires must be started slowly 
in order to “water smoke” the brick without cracking 
them. In the-brick, as they come from the machine, 
there is from 20 to 30% of water; about 50% of this 
water is the water of the pores, and is removed at a 
temperature of 212° F. in the drying. The balance ts 
lost at a temperature of about 1,400° F. in the burn- 
ing. The loss of the physical and chemical water of 
the brick is accompanied by a corresponding loss in 
weight, and a considerable shrinkage in the dimensions 
of the brick, as may be seen from the following table: 


On leaving On le ving Burned not 


machine. dryer. vitrified. Vitrified. 
Weight...... 6.46 Ibs. 5.79 lbs. 5.08 Ids. 5.08 Lvs, 
Length ...... 8% ins, 8 ins. 7% ins. 7% ins. 
Breadth...... 45 ins. 475 ins. a ins, 3% ins. 
Thickness .. 244 ins. ins. 24% ins. 2 ins. 


Average of 12 samples. 
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Siow firing is continued until the smoke passing off 
shows no further signs of the water smoke (steam), 
after which the fires are gradually raised until the 
temperature throughout the kiln is sufficient to vitrify 
the brick, at which point it is held until they reach 
the proper point of vitrification, which is shown by the 
trial pleces or whole brick taken out through inspec- 
tion’ holes In the top and sides of the kiln. After this, 
the kiln is gradually cooled down and the brick re- 
moved. Too rapid cooling is detrimental. as the brick 
are rendered very brittle. By slow cooling the brick 
are annealed and rendered tough. The burning occu- 
ples from two to four days for water smoking, from 
four to six days for burning proper, and from three to 
five days for cooling. 

Table Il, gives same details of the methods of mann- 
facture as used at different paving brick factories in 
the United States. 

Qualities. of Paving Brick.—In all lines of practicat 
work experience with a given material is the only 
satisfactory method of determining the value of its 
various qualities. As in the case of cement, stone 
and wood, paving brick must be selected with due 
reference to the uses to which they are to be put; 
that is to say, to the nature and extent of the traffic 
they are to encounter and the character of the climate 
they are to withstand. A large percentage of clays 
are undoubtedly capable of producing brick suitable for 
country roads, light suburban travel and residence 
streets of towns and cities. From many can be made 
brick which will withstand the moderate traffic of the 
smaller cities of from 30,000 to 50,000 inhabitants. It 
is the writer's belief that clnys can be found which. 
if properly manufactured and properly placed in the 
pavement, will outrival granite under the heaviest 
traffic, and some brick are now made which it is be- 
lieved would prove economical under such traffic. 

The color in a brick is no criterion of its value as a 
paving brick when comparing brick of various makes; 
bat, in inspecting brick from a single factory, the 
color will usually furnish a fairly safe guide as to 
the relative hardness, when the inspector is thorough- 
ly acquainted with the particular manufacture. An- 
other criterion as to the character of any single make 
of brick Is the comparative size. As the harder a 
brick is burned the smaller it becomes up to a cer- 
tain limit. which must be determined for each make 
of brick, the unduly large brick may be unhesitatingly 
rejected as too soft. In general, a brick for paving 
purposes must be homogeneous, free from uncrushed 
ov lumpy material, especially if such material is not 
united by vitrifaction with the balance of the material 
of the brick. Vitrifaction is desirable, but not essen 
tial, as many paving br.ck, especially those made in 
West Virginia, cannot be classed under this head. 
These sre made from clays very near fireclays in 
character and are giving very good satisfaction, at 
least under moderate traffic. 

In this country the climate in which the majority 
of paving brick Is used is so severe that the disinte- 
grating effects of frost are the most severe test a pav- 
ing brick must stand, especially in streets of moderate 
traffic. Hence, one of the first requisites of such a 
brick must be that it will not absorb a large per- 
centage of water. The permissible ratio of absorption 
eannet be definitely fixed at any given percentage, for 
it is found that this ratio varies with different classes 
of brick. One class of brick, which seems to be uni- 
formly made from clays which approach near to fire- 
clays in character, will admit 4% or 5% of water and 
still not crumble through the action of frost; while 
others, if not burned hard enough to render them 


index of its comparative value, as the more material 
contained in ft. the greater its density, and other 
things being equal, the greater its resistance to abra- 
sion, crushing, etc. A certain amount of toughness is 
desirable in a paving brick, to prevent splintering and 
breaking under traffic. This quality, the writer be- 
lieves, Is at present overestimated, as when laid in 
the street a brick can splinter only to a limited extent 
at the corners after which the shape assumed is such 
as to greatly resist abrasion. The brick must be of 
sufficient transverse and crushing strength to resist all 
the demands of traffic with a sufficient factor of safety. 
Further than this these qualities are of little material 
value, 

Testing the Material.—In making tests for relative 
qualities of brick nothing will take the place of ex- 


ran 





weighed. The gain in weigh 


ence of caustic lime is easily told by immersing the 
brick from one to four days in water. If caustic lime 
be present it will make its appearance by breaking or 
cracking the brick or by “poppers” showing on the 
surface. The specific gravity can be readily deter- 
mined. The test for toughness or abrasive strength 
is usually made in an ordinary foundry tumbler. The 
brick should be tested a few at a time, with about 100 
Ibs. of ‘foundry shot,’’ weighing not more than % Ib. 
to the piece. Heavy pieces of iron should not be used 
in this test, as they break the brick to pieces instead 
of wearing it. The different shapes of brick are apt 
to make a material difference in their wear during the 
first half hour. This is caused by some brick being 
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FIG. 1, MAP SHOWING LOCATION OF PAVING BRICK CLAY DEPOSITS AND CITIES MANUFAC. 
TURING AND USING BRICK PAVING. 


perience. A few general suggestions, however, for 
making ready tests, such as are now in use, are offered 
with the hope that they may prove serviceable. The 
test for crushing strength is belleved by the writer to 
be of little or no value unless in comparison of the 
values of high-grade paving brick. The test is difficult 
of application, requiring expensive machinery; and un- 
less carefully made by skilled observers, under definite 
given conditions, the results are very uncertain and 
unreliable. The transverse strength can be determined 
with greater accuracy than the crushing strength; it 








also represents both the compressive and_ tensile 


TABLE Il.—Showing Methods of Manufacturing Paving Bricks Now in Practice. 


Locality. Kind of Clay. Geological Origin. Hiethete of Manufacture. Method of Drying. Citperter* ‘of 
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impervious to more than 24% to 3%, will be rapidly 
disintegrated by the frost. A core or lamination 
affords a seam where the frost may enter and is inad- 
missible in paving brick. Fire cracks should be limited 
in number and extent. The presence of lime, in itself, 
is not detrimental in limited quantities, yet this must 
not exist as lime pebbles or it will render the product 
eutirely unfit for use by disintegrating and crumbling 
it. 


The specific gravity of a brick is somewhat of an 


strength of the material, and is, therefore, a better 
test of the qualities of the brick. In testing for ratio 
of absorption the brick should be placed in a drying 
oven and kept at a temperature of about 212° F. for 
10 hours or more if they have previously been satur- 
ated. They should then be weighed, and after the 
weight is carefully determined, placed in a vessel of 
water and kept for 24 hours at a temperature of about 
60° F., after which they should be taken out, the sur- 
face water carefully removed and again carefully 


manufactured with rounded edges, and some with 
square edges; the latter, being more easily broken or 
abraded, cause a greater loss in the material so niade. 
For this reason they should be weighed after the first 
half hour, and the results of the second or third half 
hour used for comparison. 


Specifications.—The large majority of specifications 
for paving brick are entirely inadequate. They are 
vague and often meaningless. It should be remem- 
bered that each additional requirement cuts out cer- 
tain classes of brick, lessens the competition, and in 
that way, and by reason’of the extra cost in the manu- 
facture of a higher grade article, increases the price 
of the finished pavement. It must also be observed 
that with the present demand for paving brick and the 
state of the manufacture in many places where fac- 
tories have been recently established, it will often be 
impossible to obtain brick which will fall within the 
higher limit herein named. Hence, the engineer should 
assure himself of the best quality of brick which can 
be obtained in sufficient quantities for his use, before 
adopting specifications calling for any particular grades 
of paving brick. 

The Pavement.—The use of brick for paving in the 
United States has been confined to the last two de- 
cades. Its first use was at Charlestown, W. Va., and 
at Bloomington, il., about 20 years ago. From these 
points, with their small beginnings, its use has spread 
until at present it,is one of the most popular and wide- 
ly used of all paving material. A discussion of the 
principles that underlie brick paving would be a dis- 
cussion of the principles of all paving. This material 
simply offers a surface covering, smooth and even, but 
not slippery, durable, economical and highly sanitary. 
It must be laid on a foundation drained and prepared 
as for all pavements. Beyond this the success of the 
pavement depends on the proper selection of the ma- 
terial. With poor material it will prove-a failure, as has 
been shown by the attempt: to utilize common building 
brick at Nashville, Tenn., and e With proper 
material it is an established success, is destined. 
with the improvement in manufacture and the better- 
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ing and cheapening of the product thereby, to rank 
first in economy and availability of all paving material. 
In the majority of places it offers a possible local in- 
dustry, when the availability of the local geological 
resources are better known and appreciated, and the 
different methods of utilizing them in manufacturing 
are more thoroughly understood. 

In first cost the pavement depends on the nearness 
ef the manufactories and the local resources suitable 
for foundations. For light traffic the fragmentary ma- 
terials (rubble, gravel, sand, etc.), or sand with a layer 
of brick laid on their side, or 6 ins. of concrete, make 
good foundations, the selection depending on the local 
resources. For medium traffic, 9 ins. of stone or 
gravel, or 6 ins. of gravel or stone, with a layer of 
brick laid on their sides, bedded in sand, or 6 ins, of 
conerete, will give good results. For heavy traffic the 
stone or gravel should be at least one foot in thickness, 
or the concrete at least 9 ins.. All sub-foundations 
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resnits from (1) the crushing by the wheel load; (2) 
the abrasion by friction of passing vehicles and the 
slipping of horses’ shoes; (3) the impact due to the 


_ passage of loads over a rough surface, and the impact 


from the shoes of horses. The smoothness of brick 
will, in the opinion of the writer, more than overcome 
the difference in abrasive resistance of the granite. 
The writer estimates the life of first-class brick pave- 
ments'to be: For light traffic, 35 to 50 years; for me- 
dium traffic, 20 to 25 years; for heavy traffic, 10 to 15 
years. The smoothness of brick renders it free from 
much of the objectionable noise of the rougher pave- 
ments. Its freedom from decay, and its non-absorption 
of water are sanitary qualities of considerable value. 
It produces little dust of its own and as it is not re- 
tentive of mud and dust, it can be readily cleaned. 
Being smooth without being slippery, it offers com- 
paratively little resistance to traction, while affording 
a fair foothold for horses. 


TABLE ILL—Showing Caaracter of Brick Pavement in 42 Cities of the United States. 


Depth of 
City. Years in Foundation. sand cush- Size of Filling of joints. Average cost 
use. ion, ins. brick, ins. per sq. yd 
Eastern and Southern States. 
ford, Conn......... Sand.....+...+ ++: geseveceece Sx4x9 Tar $2.75 
Walsegtoe, Del....... ae > ome yoy ies 2% x 44% x= 8% ~=Sand, tar or grout 2 00 
 cnemhbee > ns. con- 
saith oa % x4 8 Tar and sand 2.10 
Cincianati, O......-...-. 3 6 ins. concrete.............- a 1% 9 Coal tar 250 
Columbus, O ........... 7 Broken stone or concrete. . 3 a 416 4,4} Tar or grout 1.50 to 2.25 
DOE, Os oe. oveadccencs :" ¢me. ——_ panies. ace 3 24% x 3% x 7% ere. 
iS Mctnoneniens es ins. en stone, 4 ins. 
iene - gravel or sand............ wee 602M AGE BK Coal tar eee 
Massillon, O.... ....... 3 CIRO; COMB si rede den cceviccas 2 ee san a erro 
Kvanaville, Ind...... 3 6 ins. concrete.............. se 2X 4K 8K Sand 1.70 
Ft. Wayne, Ind. ....... 1 6ins. broken stone ........ 2 2% xix 8% paud 1.55 
Indianapolis, Ind....... 2 6 ins. concrete.............. 2% = 444 x 84 Tar and grout 2 40 
Lafayette, Ind.......... 3 8 ins. gravel, 2 ins. sand, 
course brick flatwise..... 1 nece ssa ae RE i ae le 
Terre Haute, Ind..... . 1 8 ins. broken stone.......... 2 2 14 x 8% Grout » 25 
Detr it, Bt. Seite cs < hk tone Freee a ar ane max 8 Coal tar 2.00 
ae Wiheeas: ‘ ns, sand a 
borer ag 2 es, eines sae See 6 - “8 ‘2 ‘ Sand 1.15 
Wheeling, W. Va...... 10 8 ins, gravel ................ x 4x 8% al tar 1.35 
Mobile, Aia .. seeees 5 « Sand and course brick flat- : 
‘ an icetalnn ine gaerestwsnss 1 oe i 5 a 2 
Memphis, Tenn......... ms. concrete.......... oan 2 « 4 x Asphalt 2-78 
L suieville, Ree 1% _~— 6 ins. concrete.............. wee «2X 4 BG a 1 63 
Western States. 
MB, Ths icce dass levee 2 6 ine. broken stone, course 
vo n . _—— seaee iter otis = 1 GMI CES ce Latuksvacdtb wins 2.16 
oomington, Ill........ 8 ns. ers, 2 mz. sand, 
* -~ course brick flat ....... 1 GORI is. ae 1.40 
Galesburg, Hl...... son.2 8 6ins. sand, course brick flat 1 2x 3% x «7% eM 5, AS gg 
Jacksonville, Il!........ 4 6 ins. cinders, 1 in. sand, 
er eT PUCCCREReCee §— dacevcesSE KOstececcce  _ eeesnescers 
COE Bae csis.. 1B i, GSE Sa iia sicaicsde ccc ocd) Scdeneta ps 
teorta, Tb. .....ccccceees 6 6 to 8 ins. gravel or 6 ins. 
; ‘ ‘a pnoees abe nab paes 1 4x5x1l2 Sand 1.75 
re ns. en stone, 2 ins. 
= sand. course of brick flat 1 2% x 3% x 7% Sand 
Rockford, Tl. .......... 1% _~—s6 ins. broken stone, 2 ins. 
sand. 6 ins. broken stone, 
2 ins. sand, course brick 
Desi essen Sion citi ; 1 2% x 3% = 7% Sand 1.34 to 1.74 
Rock Is'and, Ill........ 4 6 ins. broken stone, 2 ins. 
sand. 6ins. broken etone, 2 
ins sand, course brick flat 1 246 X 354 x 7% Sand 1.65 to 1.40 
Springfield, Ill ......... 6 6 ins. cinders........_-.... . oti 2x4x8 Sand 1.30 
enosha, | ee % «6 ins. concrete or broken 
stone .......... ive tea tiks 1 2% = 33% x 7% eS > skp guamiedanes 
Burlington, Ia......... 5 6 ius. broken stone. cinders 
or sand, with course of 
; . ae aaiee sn oS sone 1 244 x 4 kK 8% Sand 1.65 
Giintesis Bis... dsc... ns. en stone, wit 
pis a Bee nti cont os 24 <x 1% Sand 1.35 
Cedar Sitwell ees ns. sand, course ic 
_ Ben. c0dd reas itecs se oie nn ee er, 
Council Bluffs, Ia...... 4 ee Fe aoa dot Ce Sand 1.32 
Davenport, Ia.......... 5 8 ins. broken stone, with 
sand, 6 ins. broken stone, 1 
course brick flat......... 24 = 3% x 1% Sand tito 
Des Moines, Ia..... ... is 4 ins, sand, course brick flat 1 244 * 3% Mes Or!" ak 
bubuque, la............ i$ 6 ins. concrete.............. .-. =X OH i Sand 1.69 
KReooltukt, Ee... ......c006 5 ins. broken stone. 3 ins. 
sand, course brick flat.... 1 HP} x4x8 Sand 1.68 
Omaha, Neb ..........- 5 6ins. concrete....... ‘aimless 2 2%x4ixs Sand 1.95 
Hannibal, Mo...... ee 4 ins. broken stone. 3 ins. 
; sand, course brick flat. .. 1 2 ¥ 3% x 7% Sand a coed 
Atchison, Kan.......... 5% = dis. sand. course brick flat 1 Senin edna Sand 1.65 
Ft. Smith, Ark.......... 3 6 ins. concrete .............. 2 BESS 


which are retentive of water should be properly and 
thoroughly drained. 

In the average city the network-of pipes and con- 
duits laid below the street surface is the cause of fre- 
quent disturbances of the pavement which is often the 
leading factor in its destruction. The facility with 
which pavements can be taken up and replaced be- 
comes, under such circumstances, quit important. In 
this brick pavement is second to none. The brick, 
being uniform in size and shape, can be returned to 
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2x 3% K 7% Sand 


Table Ill. gives a concise statement of the manner of 
laying brick pavements in a number of cities of the 
United States, which will render the ordinary methods 
of utilizing this material quite readily understood. 


ELECTRICITY IN MINING.* 

It is roughly estimated that some 300 companies in 
the United States engaged in mining and the kindred 
arts now employ electricity in their operations. As 
all these plants have been installed within the last 
few years, it is evident that mining engineers have 
been quick to appreciate the great advantage of the 
use of electricity and adopt it for their many require- 
ments. In underground workings the chance of ac- 
cident resulting in loss of life and destruction of prop- 
erty is, at the best, great. Humanity and economy 
both demand that any means that will secure greater 
safety should be eagerly grasped. It is an established 
fact that to add to the comfort and facilitatethe 
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work of the miner is to diminish financial risk and tn 
erease profits, 

Electricity tried under the arduous conditions of min 
ing service has been shown to be peculiarly efficient 
safe and reliable. It presents a system of the greatest 
simplicity, completeness and flexibility, permitting 
power from one source to be distributed in units of 
any desired size and for any purpose to the places 
where it can be employed to the greatest advantage. 
thereby securing the minimum consumption of power 
and expenditure of labor. With electricity there ts 
neither friction, heat nor condensation. There is no 
leakage nor loss of power when not in use, which 
especially recommends it for intermittent work. It is 
not affected by heat or cold, and does not vitiate the 
air, as is the case with steam and compressed alr 
The rapid deterioration of timbering, a source of great 
expense in all mines, due to bad air and heat, Is, to 
a great extent, obviated. It has been urged against 
electricity that it Increased the risk of fire. As a mat 
ter of fact it greatly decreases it, as the statistics of 
insurance companies testify. With proper safety de 
vices and a system of concentric wiring it is practi 
eally impossible to start a fire from the current. Te 
the engineer accustomed to speed indicators, pressure 
gages and indicator cards electrical methods of meas 
urement seem particularly simple. The work being 
done by motor or generator at any instant can be 
read directly from a scale, and, if desired, automati 
eally recorded. If necessary, motors can be controlled 


from a distance without difficuity. 


The prime source of power is first to be considered 
By conversion into electrical energy, water power, even 
at a considerable distance from the mine or mill, can 
be made valuable for all purposes, and steam power 
can be so located as to secure fuel and water cheaply 
In addition to this, one large engine costs less, is more 
evenly loaded, requires less attendance, and is neces 
sarily more efficient than a number of small ones. The 
introduction of electricity has in this way made im 
portant reductions in the costs of power, and there 
are cases in which it would be impossible to run with 
out its help. An example is furnished by the Virginiu~ 
mine at Ouray, Colo.; 300 HP. is carried at S800 volt« 
from a water power four miles distant. The cost of 
coal at the mine was formerly $18 per ton, which 
would amount, for the present plant, to about $80,000 
per year, equaling the tetal cost of the electric plant 
The item of fuel was a complete saving, the expense 
of operating the steam and electric plant being about 
the same in other respects. Several mines in Colorado 
are operated by electricity that could not be operated 
by steam on account of their situation on the face of 
precipitous cliffs, up which the transportation of water 
and fuel would be nearly impossible. The character 
of the country over which the power had to be carried 
for the Virginius plant is exceedingly rough. A por 
tion is at an elevation of 12,700 ft. above sea-level and 
well above the snow line. 


Electric Generators.—Generators cau now be ob 
tained of any size and designed to run at any reasona 
ble speed for belting or direct connection to engines 
or water-wheels. The largest generator in the world 
is now running in the power station of the intramural! 
electric railway at the World’s Columbian Exposition, 
in Chicago. It is of 2,000 HP., and directly connected 
to a compound condensing engine running at 75 revo- 
lutions. The electric generator is substantially the same 
as the motor, and both can be relied upon to give an 
efficiency of from 90 to 95%. 

Electric Power Transmission and Distribution.—The 
cost of copper with any fixed loss, power and distance 
varies inversely as the square of the voltage. It is, 
therefore, evident that as high a voltage as possible 
should be used if economy of copper alone is to be 
considered. When the power is carried over long dis- 
tances the cost of copper is the largest item of ex 
pense. For general distribution, especially under- 
ground, convenience of insulation and handling are of 
mere importance and call for a low potential. Nearly 
all the plants now in operation are supplied with cur 
rent at 220 or 500 volts. There are a number, how 
ever, in which voltages of 1,000 and over are in use: 
notably at the Poorman, Comstock and Calumet & 
Hecla mines. When bare wires are used, as for haul 
age, we are limited to a potential of 500 volts. Direct 
eurrent generators are confined, by difficulties of con 
struction, to potentials of less than 1,500 volts. The 
distanee over which direct current can be economi- 
cally carried at this potential is about four miles. Above 
this point alternating currents are used. 

The long distance transmission of power was first 
brought prominently before the public by the experi- 
mental line constructed between Lauffen and Frank- 
fort two years ago. The power of the Lauffen Falls 
was converted into electricity, transmitted 115 miles 
to the exposition at Frankfort, and there operated a 
number of motors. The distance was beyond the limits 
of commercial success, but it demonstrated the possi- 
bility of the system. To-day plants are in operation 
and transmitting current for light and power at Walla- 
Walla, Hartford, Portland, Pomona and Telluride. The 
distances vary from 4 to 13 miles. 


Alternating currents are particulariy desirable on ac- 
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count of the ease with which the electrical pressure 
can be changed. By means of transformers without 
moving parts the high potential used for transmission 
is converted into low pressure for distribution. Al- 
ternating generators are wound for as high as 5,000 
volts, but it will probably be found better to timit 
them to 2,500 volts. ‘This potential permits of eco- 
notuical transmission to a distance of seven or eight 
miles. Above that distance step-up and step-down 
transformers are used. At present we do pot care to 
go above 10,000 volts, which places the limit of about 
25 miles to practical work. Alternating current motors 
possess neariy the same properties as those built for 
direct current. They have the advantage of being 
comumutatoriess, but cannot be so heavily overloaded 
as a series wound direct current motor. They are, 
therefore, not as suitable for railway or hoisting ser- 
vice. Direct current can, ‘however, be readily obtained 
from alternating by means of a rotary transformer 
which is a combined alternating motor and direct cur- 
rent generator. Motors have been designed to meet 
ali the special requirements of mining work, and I 
will give a short description of some of the more re- 
cent applications, 

Miectric Haulage.—lu no application of electricity ex- 
cept lighting has such success been met with as in the 
operation of railways. Above ground it has aiready 
suppianted animal power, and in many cases steam. 
For underground hauiage the ready control, compact- 
ness and treedom from smoke render it still mure de- 
sirable, and uiready electric locomotives are in some’ 
30 mines. [ woud call particular attention to the sav- 
ing that can be eliected in the size of entries. The 
electric locomotive is so desigued as to occupy no more 
space than the car which it is to haul, With any other 
metbod of traction cousiderabiy more height or width 
is necessary. In coal mines in which there are narrow 
seams, tlus is especially noticeable, as much rock has 
to be biasted away to udmit of the passage of mules. 
By using electric locomotives the blowing down of tne 
roof is entirely dome away with. ‘he increased speed 
also permits a larger tonnage to be taken from the 
same ouviet and with fewer turnouts, switches and 
cars. Locomotives are now to be obtained of any size 
and to operate ou auy track gage not less than 15 ins. 
she Baitumore & Umo K. K., after carefully consider- 
ing ail systems, decided to equip the tunuel turough 
Baithmore with electricity, aud push through ali the 
trains by electric iocometives, ‘ue first of these loco- 
motives is noW heuriy Completed at the Scuenectady 
works of tue Geuerai Kiectric Co. Its weight is 90 
tons, and at 15 wiles per hour it wiil deveiop 1,600 HP. 
Auower locomotuve or 3U tons weight is used for sur- 
fuce railways. A motor drives each axle, no geuring 
being requred. For mining haulage large sizes are not 
reyusred: those now in use varying trom 15U to 10 HP., 
the most common size being 4v HP. At Kock Springs, 
Wyo., there is in operauon a iocomotive of su hr, 
It is operated by a singie motor, geared to both axles, 
the connection to the axies, however, being made 
through a Uexible coupling, allowing the entire weight 
to be supported on sprimgs. No part of the machime 
is wider or higher than the Wheels. ‘Lhe larger sizes 
of iovomotives generaily are constructed with one 
motor, and te smulier with two. Ail locomotives in 
use ure controled by rheostats, aud the speed under 
loud varies from 6 to 12 miles per hour. 

Kiectric teisting.—Kiectric hoists are now largely in 
use and folow as neuriy as possible the methods and 
construction approved for steam hoists. Lhe governing 
mechabism is suuilar, rheostats replacing ibe steam 
controlling gear, and the brakes and clucches are the 
Same, ‘Lue rotary motion of the motor avoids the use 
of connecting rods entirely. Lf it is desired to lower 
by power the current can be admitted to the reversed 
mowr, For smali hoists used in winge and timber 
consuruction work, electricity is well adapied, the 
power connection bemg easily and quickly changed. 
Lhe simplicity of the application of eiectricity and the 
cousequent economy is well exemplifed in the equip- 
ment of the Brooklyn, N. Y., docks of the Wilson 
steamship line. Nine electric hoists, constructed by 
the General BKiectric Co., have been in continuous oper- 
ation for two years with a total cost of repairs of 
$28. The double drum hoist is desigued for a double 
compartment shaft, and is furnished with post brakes 
and jaw ciutches of the ordinary pattern. Special 
hoists for use underground are equipped with iron-clad 
motors 80 as to be thoroughly protected. An efficiency 
of from 50 to 60% is usually obtained between the 
power taken by the motor and the foot-pounds hoisted, 

Hiectric Pumping.—A number of large pumping plants 
are now in operation eyuipped with electric motors. 
It is necessary in order to turn the reciprocating mo- 
tion of a plunger pump into rotary, to equip it with 
crank shaft and connecting rods. This at the same 
time insures a steady flow of water. Some difficulty 
is experienced in cutting down the speed of electric 
pumps as is done with steam. The general practice 
has been to stop and start in order to decrease the 
capacity. The best method, and one going largely into 
use, is to make the fields of such strength as to give 
the minimum speed desired, so that by decreasing the 


current in them the speed may be increased up to a 
maximum output. Where many pumps are in opera- 
tion of nearly the same size a convenient method of 
regulation is to throw the pumps into multiple series 
combinations with each other. They may also be con- 
trolled by varying the electromotive force supplied 
them from the generators. Kheostats answer well 
enough for small pumps. Triplex single-acting and 
duplex and triplex double-acting all work well and give 
an efficiency of over 70% between the electric power 
taken by the motor and the water delivered by the 
pumps. If the lift is small and the water contains 
much solid matter, centrifugal pumps may be used, 
but their efficiency is low. At the World’s Columbian 
Exposition exhibit of the General Electric Co. is shown 
a Blake pump directly connected to a slow speed 
multipolar motor of 100 HP., requiring only one gear 
reduction. The capacity of the pump is 500 gallons at 
500 ft. head. A sinking pump of 120 gallons capacity 
to work against 200 ft. head has been made, the motor 
and gearing being completely inclosed in a cast steel 
case, and cannot be damaged by being flooded. 

Electric Air Compressors.—The statements made 
above regarding hydraulic pumps apply equally well 
to air compressors, except that as air has not the 
inertia of water it can be automatically loaded and 
unloaded without throwing any strains on the mechan- 
ism, the motor running constantly at a fixed speed. 
A decided saving of power can be effected by locating 
drill compressors near to the drills, and thus avoiding 
losses by leakage and shrinkage in the pipes. 

Electric Driiling.—Aithough it has been a matter of 
great difficulty to make an electric percussion drill 
which would stand the continual abuse and hard usage 
to which air drills are subjected, they are at present 
in constant and successful operation. By care ip de- 
signing the coils so as to make them fireproof and rigid 
they have been made to stand the strain. The drill 
consists of an outer iron pipe casing inside of and 
attached to which are two coils and the ratchet mech- 
anism. The plunger, equipped with the ordinary chuck 
and rifle nut, is in the center of the coils. The coils 
are supplied with current alternately, and draw the 
plunger up and down at a speed fixed by the generator 
which supplies the current. Hiectric diamond drills 
are in use for drilling svlid holes and for removing 
cores for prospecting purposes. For prospecting both 
above and underground the electric drill is particularly 
available, as it is extremely light and compact, and 
temporary wires can be run to places where it wouid 
be difficult to carry steam pipes or boilers. A diamond 
prospecting drill with hvist and pump, driven by a 2% 
HP. motor, will remove a 1% core, and can drill 600 
ft. deep without difficulty. 

Electric Coal Cutting.—Electric coal cutters are now 
largely in use in the bituminous mines. In the ma- 
chine most employed the coal is undercut by means of 
bits set in a rotary bar on the end of a sliding frame 
which is fed into the face of the seam. Other cutters 
are constructed with a sprocket chain, to the links of 
which are affixed cutting tools. Machines of this kind 
can be fed either in or along the face of the coal for 
long wall or room working. In both of these the elec- 
tric motor is built into and forms part of the frame, 
adding but little to its weight. In exceedingly hard 
or pyritiferous coals, which cannot be cut with a con- 
tinuously moving cutter, an electric pick machine is 
advantageously used. This also has the advantage of 
giving a kerving wider at the front than at the back 
of the cut, which allows the coal to fall outward and 
more lump coal to be gained. In a pick machine of 
this kind, made by the General Electric Co., the 
motor draws a projectile back against a spring, and, 
releasing it, lets the pick fly against the face of the 
coal at the rate of 150 blows a minute. Electric drills 
for putting in holes, for blowing down coal after it 
has been undercut or from the solid, as is done in 
anthracite, are also used. Mounted on a column a 
machine of this kind is free to drill in any direction 
from horizontal to vertical. A drill of this type, of 
100 Ibs. weight, will easily drill a 14%-in. hole at the 
rate of 6 ft. per minute in hard or soft coal. 

Ventilating.—It is often desirable, in order to obtain 
the best results from fans and blowers, to locate them 
at the most distant points from the surface. This is 
done more easily by electricity than by any other 
power, and the blowers can be readily advanced as 
the workings are pushed deeper. The electric motor 
is especially suitable for high-speed blowers, which 
are efficient and occupy but small space. Much saving 
in piping can also be effected by using higher veloci- 
ties and forcing air out from the inside rather than 
sucking it from the surface. Fans can be controlled 
by a shutter on the outlet pipe or the speed of the 
motor may be varied. - 

Electric Lighting.—It has been found that much more 
work can be gotten from men by giving them better 
iumination. By avoiding the use of oil lamps and 
candles the air is left purer, and both time and power 
saved by doing work underground which would other- 
wise have to be done on the surface. Electric lighting 
also reduces the risk of accident by calling attention 
to conditions which would otherwise pass unnoticed. 


In gaseous mines, where many explosions have re- 
sulted from the reckless use of miners’ lamps, electric 
lighting is invaluable. 

Metallurgy.—It is impossible to go fully into the 
electro-metallurgical and electro-chemical processes 
now in use. The refining of black and blister copper 
has reached large proportions, fully one-third of the 
copper refined in this country being electrically 
treated, and considerable quantities being shipped 
abroad. By this process gold and silver are obtained 
from the matte, the recovery of which would be im- 
practicable by any other method. Gold, silver and lead 
are also beginning to be refined electrolytically. Alu- 
minum and silicon are gotten almost exclusively by 
electric smelting and reducing. Caustic soda, sodium, 
chloride of lime, and vermilion are commercially ob- 
tained by electrolysis. 

I have not, within the scope of this paper, been 
able to deal with all the many and constantly increas- 
ing apptications of electricity, but enough has been 
said to make evident its far-reaching importance to 
the mining industry. 





THE »wW UNITED STATES STANDARI) 
SHEET METAL GAGE. 


The Bureau of Weights and Measures of the 
Treasury Department has officially announced the 
new sheet metal gage adopted by act of Con- 
stirniteesnhinden hcp 
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Tbe New U.S. Standard Gage tor Sheet Iron and 





Steel. 
Approximate Weight Weigh 
No. of thickness. per sq. ft. per sq. aieter. 
gage. - - -— + ash 
Ins. Mm. Oz. Lbs. Kilos. Kilos. Lbs. 
0000000 . 12.7 320 2.00 8=69.072 97.65 = 215.28 
000000 .46875 11.90625 300 18.75 8.505 91.55 21 82 
00000 4375 92.15 =6280 «17 7.983) 85.44 188 37 
0000 .40625° 10.31875 26 16.25 7.371 79. 174.91 
000 .375 -525 240 «15. 6.804 73.4 161.46 
00 .34375 «8.73125 220 13.75 6 237 67.13 148.00 
0 .3125 7.9875 200 12.50 5.67 61.03 134.53 
1 .23145 «(7.14375 «189 11.25 5.103 54.93 121.09 
Bix 6.74087 170 10.625 4.819 51.88 11437 
3 .2 6.35 160 > 4.536 48.82 107.64 
4 .23437 595312 150 9.375 4.252 45.77 10.91 
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gress, approved March 3, 1893, as “the only stand- 
ard gage for sheet and plate iron and steel in the 
United States of Amefica.” We reprint it here- 
with in full. It will be noticed that the dimen- 
sion on which the numbers of the gage are based is 
the weight per sq. ft. in ounces avoidupois. The 
thicknesses corresponding to the various numbers 
are calculated approximately only. The new gage 
differs at every point from every one of the other 
standard gages which are in common use, and the 
difference at many points is very considerable. 
The law declares that “this gage and no other is 
to be used in fixing duties and taxes levied by the 
United States on sheet and plate iron and steel,” 
and that im the practical use of the standard a 
variation of 244% either way may be allowed. 
That the new gage will replace the other gages 
which are now in common trade use does not seem 
probable. Fixing gage numbers by variation in 
weight is doubtless convenient for the Customs 
officials; but the maker and user of sheet metal 
is accustomed to measuring thicknesses, not test- 


-ing them by weighing, and the micrometer gage is 


a much more convenient tool than the balance. 
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THE COMPARATIVE COST OF PUMPING 
WATER WITH ENGINES OF VARI- 
OUS RATES OF DUTY. 

In our issue of Dec. 22, 1892, we discussed at 
length the relative economy of high-duty pump- 
ing engines compared with those giving lower rates 
of duty, and pointed out the fact that the saving 
by increase of duty ‘falls off very rapidly after a 
reasonably high efficiency is reached. We are in- 
debted to Mr. John W. Hill, M. Am. Soc. C. E., 
of Cincinnati, for the accompanying diagram, 
which shows this fact and others of interest in 
connection with the relative cost of pumping water 
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applicants in Boston, New York, Philadelphia, De- 
troit, Chicago, St Louis and Omaha. The salary is 
$1,200 per annum, and there is the prospect of pro- 
motion to higher grades. Further information may 
be obtained by addressing the United States Civil Ser- 
vice Commission, Washington, D. C. 


The Bruges-Heyst maritime canal, discussed for 
some years past and intended to unite Bruges with 
the North Sea, is thus described by a technical com- 
mission lately eppointed by the Belgian government: 
The canal would strike the sea about one mile south 
of the town of Heyst. It would be perfectly straight, 
8 miles long, 72 ft. wide on the bottom, and 246 ft. 


Cost in Dollars per Annyum. 
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ANNUAL COST OF COAL USED IN PUMPING 1,000,000 GALLONS OF WATER DAILY AGAINST A HEAD 
OF 100 FT. WITH ENGINES OF VARIUUS RATES OF DULY, 


(Allowance for loss by friction, slip, etc. 


with engines of varying economy and fuel of 
varying price. The diagram is, moreover, of prac- 
tical use to every designer of water-supply sys- 
tems as an aid in computing the engine duty which 
will give the least total annual cost. It was, in 
fact, plotted by Mr. Hill for his own use in this 
work. 

The only improvement we can suggest on the 
diagram. is its extension in each direction. 
Pumping engines are now in the market which will 
give duties considerably above 100,000,000 ft.-Ibs. 
per Ib. of coal; and on the other hand there are 
many cities west of the Rocky Mountains which are 
paying $5 per ton or more for coal and using pump- 
ing engines which cannot show even 40,000,000 
ft.-Ibs. — in daily service. 


Bids for constructing the 5 heaaleeie bridge over the 
Harlem River in New York city were opened on Ang. 
29, but as there are 118 items to each bid it will 
be some days before the contract is awarded. The 
bidders were M. 8S. Coleman, John J. Hopper, Rodgers 
& Farrell, Hart, Anderson & Barr, Andrew Onder- 
donk, Stewart & McDermott, Clinton Stephens and 
Sooysmith & Co, The total cost of the bridge will 
be $1,250,000 exclusive of approaches. 


The Mackaye Spectatorium, writes Messrs Jenney 
& Mundie, the well known architects of Chicago, is 
not to be taken down as was erroneously reported in 
the newspapers of Chicago. This was not simply a 
World’s Fair enterprise, but was intended as a great 
summer theatre, where would be produced the finest 
music and the most realistic spectacular performances 
ever put upon an American stage. It is the intention 
of its promoters to complete and open the building by 
June of 1894. Mr. Steele Mackaye has many patented 
inventions applied to the proposed work and he has had 
made a complete working model of the entire stage on 
a scale of 1-24 natural size. As stated in our article of 
Aug. 24, Mr. Ralph Modjeski was the engineer of the 
tank and stage proper, but all other architectural and 
engineering work was designed by and built under the 
superintendence of the architects, Messrs. Jenney & 
Mundie, 


More Fourth Assistant Examiners are wanted in 
the United States Patent Office, and the “‘eligible’’ 
list on the books of the Civil Service Commission is 
not sufficient to meet the demand. The Commission, 
therefore, invites applicants for the position to present 
themselves for the examination, and offers in addition 
to the regular dates and places of examination to meet 


, taken at 104.) 


wide on the surface and 26% ft. deep at low tide. At 
Heyst there would be a curved protecting pier 1,968 
yds. long, rising to a height of 42 ft. above low tide. 
The government has promised to accord a subsidy of 
$5,000,000; the Provincial Council of West Flanders 
voted, on June 13, 1893, $400,000 for the canal, and 
on June 19, 1893, the city of Bruges voted $1,450,000 
for the same purpose. As the highest estimated cost 
is about $8,000,000, Mr. John B. Osborne, U. S. Con- 
sul at Ghent, says its construction is assured. 


A rainfall of 3.81 ins. in 12 hours, as the result of 
the storm of the night of Aug. 23, beats all previous 
records at the government observatory in this city for 
the same period. The storm was the western edge of 
a West Indian hurricane. In New York the maximum 
velocity of the wind was about 38 miles per hour; 
but at New London, Conn., 50 miles were recorded, 
and from Block Isfand comes ‘a record of 90 miles per 
hour; but the latter was unofficial. 


CONS’ 1 KUC flON NEWS 
RAILWAYS. 
East of Chicago—Existing Roads. 

BALTIMORE & POTOMAC.—It is stated that an 
extension of the Pope Creek line from Cox’s station 
to Chapel Point, on the Potomac River, a distance of 
about tive miles, is being considered. 

BURTOUCHB & MONCTON.—This road, between 
Burtouche and Moncton, N. B., a distance of 32 miles, 
is reported to have been purchased by Louis G. de 
Bertram, Pres., New York, representing New York 
capitalists, who wiil put it in first-class condition as 


soon as possible and operate it regularly after next 
month, 


SANDY RIVER.—When this road was built between 
Farmington and Phillips, Me., a distance of 18.5 miles, 
there were 74 bridges on the line, according to the 
Phillips ‘‘Phonograph.’’ These have been replaced 
by granite culverts until but 18 remain and eight more 
have been selected to be dispensed with next season. 
The road will soon have a new engine and is being 
improved in many ways. 

Projects and Surveys. 

BOSTON & NOVA SCOTIA COAL.—Press reports 
state that the Nova Scotia an has decided 
> a. eS ee this company to build 
a railway from its coal mines at Broad Cove to Orange- 
dale, a distance of 35 miles, there to connect with the 
Intercolonial railway system. The company has the 
promise of a similar subsidy from the Dominion gov- 
ernment. The contract for this road has been awarded 


to Garson, Purcell & Co., St. Catharines, Ont., as 
stated in our issue of Aug. 3. 

INDIANAPOLIS, BLOOMINGTON & BED? vXkl.— 
W. M. Denniston, Cy. Clk., Bedford, Ind., writes us 
that nearly every township on the line of this pro- 
posed has voted it aid. The road will extend 
from Indianapolis to Bedford through the oolitic 
limestone quarries of Lawrence and Monroe counties. 
Newell Sanders, Pres., Tenn. 


isl 


Southern.—Existing Roads. 


AUGUSTA SOUTHERN.—Surveys will soon be 
made for changng this road to standard gage. This 
Was until February, 1893, the Augusta, Gibson & 


Sandersville 


and extends from Augusta to Sanders 
ville, Ga., 


a distance of SO miles. The gage is 3 ft. 
and 30-ib. steel rails are used. The Sandersville & 
Tennville road has been leased and a third rail will 
be laid at once so that through trains can be run 
from Augusta to Tennville, Ga., where a connection 


is made with the Central R. Kk. of Georgia. Wm 
Bailey, Gen. Man., Augusta, Ga. 
MOUNT CARBON COAL CO.—It is reported that a 


contract was awarded Aug. 26 for a short 
near Charleston, W. Va., to connect the mines of 
this company with the Chesapeake & Ohio R. R. 
NASHVILLE & KNOXVILLE.—This road has been 
built from Lebanon to Standing Stone, Tenn., a dis- 
tance of 55 miles, and efforts are now being made to 
complete the line to Harriman, Tenn., 60 miles from 
Standing Stone. Jere Baxter is pushing the project. 
SOUTH FLORIDA.—The lower section of this road 
between High Springs and Biue Springs has been com- 
pited. The right of way hus been secured over the 
Florida Central & Peninsular road between Archer and 
Early Bird, 20 miles, and the road is being rebuilt. 


Projects and Surveys. 


ALABAMA.—The Dothan “Siftings’’ states that a 
company is being organized which will build a railway 
between Dothan and Columbia, Ala., and that the 
construction will be commenced within three months 


if the citizens along the line of the road will subscribe 
$25,000, 


railway 





Northwest—Existing Roads. 


DULUTH, MESABA & NORTHUERN.—The Duluth 
“Evening Heraid” states that Wolf & King are push 
ing work on the Lake Superior mine extension of this 
road and expect to finish the contract about Sept. 15. 
Between 70vu and 800 men are now employed, at $1.50 
per day for commen labor. This branch extends from 
Ure Junction, now called Wolf, to the Superior mines, 
a distance of 18 miles. With the compietion of this 
extension Wolf & King will bave built 45 miles of 
railway this summer. 

Southwest —Existing Roads. 

GALVESTON & WESTEKN.—Wm. Selkirk, Secy., 
Galveston, Tex., informs us that this company is not 
yet ready to commence proposed extensions owing to 
the present unsettied financial condition of the coun- 
try. The Dailas ‘“‘News,’’ bowever, has the following: 
This company has secured authority to construct a 
bridge across the bay at Galveston, Tex., and has 
received a proposition from the Houston, Bast & 
West Texas Ky. to purchase the North Galvestou, 
Houston & Kansas City road, extending from Vir 
ginia Point to North Galveston, aud to extend it to 
touston. W. W. Wambaugh has begun surveys for 
the bridge at Virginia Point. The work of securing 
right of way for the proposed extension by way of 
Bolivar Point to Beaumout will soon be commenced, 
and it is expected to begin construction this fall. 

KANSAS CITY, PITTSBURG & GULF.—A director 
of this road is reported as stating that it is the inten 
tion to build the road to the Guif of Mexico, connect 
ing at Shreveport, La., with the New Orleans & Gal 
veston, and that the money is all secured for building 
as far as Fort Smith, Ark, to which city it is ex- 
pected to be operating by next January. The road is 
now in operation from Kansas City south to Pittsburg, 
Kan., a distance of 136 miles, and the section from 
Pittsburg to Joplin, Mo., 30 miles, is expected to be 
completed this month. 

PEORIA, DECATUR & EVANSVILLE.—The con- 
solidation of the Peoria, Decatur & Evansville R. R. 
Co. and the Chicago & Ohio Kiver R. R. Co. was re- 
corded last week in Illinois. The consolidated road 





is to be known as the Peoria, Decatur & Evansviile 
Ky. Co.; principal office at Peoria; capital stock, $s, 
4K!,000; directors, J. M. Devean, Herman Clark, €. C. 


Baldwin, H. J. Nicholas, D. J. Mackey, J. S. Stevens, 
E. P. Huston, B. O. Hopkins, M. J. Lewis. 

ST. Luuis, KEOKUK & NORTHWESTERN.—A 
press dispatch from St. Louis states that the work 
to be done with the $12,000,000 of increase of stock is 
well under way and will be completed by next Febru- 
ary. it consists of the building of «a double-track 
connection between St. Louis and Alton, and two large 
bridges, one over the Missouri River at Bellefontaine 
Bluffs and the other over the Mississippi River at 
Alton; also new freight depot and suburban passenger 
depot and switch yards. The road is controlled by 
the Chicago, Burlington & Quincy R. R. Co. 

SHERMAN, SHREVEPORT & SOUTHERN.—F. 
W. Fratt, Gen. Man., Greenville, Tex., writes us that 
this company had serious inteutions of extending its 
line to Shreveport, La., but that the closeness of the 
times has caused it to abandon the idea for the pres- 
ent. Nothing has yet been done in the way of mak- 
ing surveys or determining the most practicable route. 

TEXAS MIDLAND.—We are informed that tbis 
company has run three lines from Roberts to Paris, 
Tex., but that no selection has yet been made for the 


ae and no right of way has yet been pro- 
eu ° 


Projects and Surveys. 


MISSOURL—Dr. G. W. E. Chamberlain, Rockport, 
is reported as having raised $45,000 to secure the 
building of a narrow gage road between that city 
and Tarkio, a distance of nine miles. It is stated that 
the road will be constructed at once. 


Rocky Mt. and Pacific—Existing Roads. 


BURLINGTON & MISSOURI RIVER.—The grading 
on the extension to Pass Creek, on the Montana state 
line, a distance of about 25 miles northwest of Sher- 
dan, Wyo., has been completed. The track has been 
laid only a part of the distance and the construction 
is reported as temporarily suspended. 

NELSON & FORT SHEPPARD.—The ding of this 
road from Nelson, B. C., to connect with the kane 
Falls & Northern at the international boundary line, 
a distance of 60 miles, is a. completed to the 
crossing of the North Fork, 30 miles from Nelson, 
where a 1,000-ft. siding is being put in. Tracklaying 
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has been commenced at Boundary City and it is ex- 
pected that the road will be in Nelson by October. 

SUUTHERN PACIFIC.—The extension from Burbank 
to Chateworth, Cal., is practically completed and the 
road will be opened to traffic within a few weeks. 
fhe ne is 27 miles long and it is thought that it 
will ultimately be extended across the Sunta Susanna 
Mountains and down the Simi valley to a junction 
with the main line pear Venture.—fhe rumor thut 
1,009 persons have been discharged by the contractors 
at the tunnels at Santa Margarita is claimed to be 
mcorrect. Avout 1,zvv Were at Work on the vunuels and 
grades. The work is about half completed and 400 
men engaged in grading were in order that 
ine tuuneis may be tinished at the same time as 
the grading. ‘There are seven tunnels to be built, the 
largest being about two-thirds completed. These are 
expected to be finished and the road completed to 
Sun Luis Obispo by next February. 


Projects and Surveys. 


COLUMBIA RIVER & ASTORIA.—According to press 
reports a party of Kastern capitalists have taken hold 
of this projected railway in Uregon, and it is proposed 
to lave the line from Astoria to Goble, on the Norcheru 
acitic, under construction before the end of the year. 
it will be 5S miles long and follow the course o1 tne 
Columbia Kiver, probabiy using the Northern Pacific 
tracks from Gobie into Pordand, J. ©. Stanton, one 
of the New York capitalists interested, is- reported to 
have said that the company has been granted the 
right of way through the town and 1% nuilles along the 
Water front by the citizens of Astoria, and that the 
lundowners between Astoria and Goble are likely to 
guarantee a land subsidy vaiued at $2,000,000. The 
capital stock is $2,000,000 and the proposed bond issue 
$2,000,000, The line when completed will have the 
— of three railway connections at its eastern 
erminus. 


GILSONITE ASPHALTUM CO.—It is reported that 
the Gilsonite Asphaituin Co,, St. Louis, has a pre- 
pared for building 90 miles of railway in Utah, from 
the stio Grande Western road northwest to rich as- 
phaitum and mineral fields, as soon as this region, 
ceported as containing 4,000,000 acres, has been thrown 
open to settlement. U. 8. Senator Vest, of Missouri, 
is a stockholder of this company. 


HELENA, WHITE SULPHUR’ SPRINGS «& 
CASTLH.—The Helena “Independent” states that kK. 
A. Harlow has completed arrangements for the con- 
struction of this road, now called the Montana Mid- 
land, from Helena to Castle, Mont., a large mining 
camp in Meagher county, 8) miles east of Helena. 
The preliminary survey was made a year ago by Gen. 

. A. Hazen, who is now definitely locating the line. 
The road is to connect with the proposed Burlington 
& Missouri River extension through Castle to Great 
talls. Arrangements have already been made for 
grading the line between Helena and the Missouri 
iver. 

SALT LAKD & WYOMING.—The “Salt Lake Tri- 
bune,”’ Sait Lake City, states that W. 8. Marun and 
Al ‘thompson have a surveying party out locating the 
old line of this road. They wili complete the survey 
of the Silver Creek grade. The line was first surveyed 
uud graded by lulton & Bates, who expended about 
$60,000 on it and afterward allowed their tide to run 
out. It was located and suryeyed by the company of 
Dull Aaike Olty capitalists who own it now. ‘ihe Ute 
expired last week for want of eaough work being done 
and the line is beamg relocated. ‘'ne surveying party 
is under Major Wilkes. 

UTAH.—The secretary of the chamber of commerce, 
Sulit Lake City, has received a communication from 
parties who propose to build a railway from the coal 
tields.of Chaik Oreek to Salt Lake City and thence to 
the Coast of California, If a sufficient bonus is voted 
the construction will be commeneed within 60 days, 
uccording to the letter received. 


Foreign. 


TOPOLOBAMPO,-A_ dispatch from the city of 
Mexico to the St. Louis ‘“‘Globe-Democrat” states that 
the maps and profiles of the first section of this rail- 
way, the concession for which is held by A. K. Owen, 
who is at the head of the Topolobampo Co-operative 
Colony, in tue State of Sinaloa, have been approved 
by the Department of Communication and Public 
Works. ‘The department has also approved the map 
of the general route of the line, 250 miles from ‘fo- 
polobampo Harbor to the summit of the Sierra Madre, 
which secures the only surveyed route through the 
Sierra Madre Mountains of suvuthern Chihuahua that 
has yet been found practicable for a little road. The 
work on the rail was formally inaugurated under 
the new concession June 10 last, in the presence of 
the Prefect of Fuerte and a gathering of the colonists. 
SALVADOR.—A press dispatch states that the U. 8S. 
Consul at San Salvador has reported to the State De- 
partment that two American citizens, Frank M. Craw- 
ford and A. J. Moissant, both of San Francisco, have 
made separate propositions to the Salvadoran Congress 
for the construction of a_railway between Salvador 
vad the seaport of La Libertad. Mr. Moissant’s propo- 
sition will be accepted, the consul says, on the basis 
of the outlay of $550,000, on which the government 
guarantees 6% interest. 


STREET RAILWAYS. 


LAWRENCE, MASS.—The South Side St. Ry. Co. is 
being organized to build a railway along the south 
bank of the Merrimac River through the towns of 
Andover and Tewksbury to Lowell, a distance of nine 
miles; capital stock, $90,000; M. E. Clemens, Wins- 
low Goodwin, Andover; C. ‘T. Guild, North Attleboro; 
A. ©. Russell and others; Lowell; W. 8. Knox, Law- 
rence. 

STERLING, MASS.—Harold Parker and F. W. Bate- 
man have been in town making preliminary surveys 
for the proposed Melendy electric railway from Clin- 
ten to Sterling Junction, according to reports. 

NEW BRITAIN, CONN.—The Central Ry. & Hlectric 
Co. is preparing to extend its line to Berlim, the citi- 
= of Berlin being reported as in favor of the pro- 

ct. 

NIAGARA FALLS, N. Y¥.—Captain Brinker, Buffalo, 
one of the promoters of the Niagara Falls & Lewiston 


Electric R. R., is reported as stating that the con- 
struction of the proposed road will be commenced 
about Oct. 1. Almost the entire right of vey has been 
secured, and the road is expected to work in conjunc- 
tion with the Bulfalo & Magara Falis Hlectric Ky., 
making a continuous electric radway between Buffalo 
and Lewiston. 


CARLISLE, PA.—The council has granted the right 
of way to the electric railway company represened 
by W. J. and 8S. R. Ickes and O. H. Ormsby, Altoona. 
‘ahe construction is to be commenced by uext April, 
three miles of road be laid by next July and the tine 
completed by July, 1895, inc.uding a branch line to 
Boiling Springs. 

CHESTER, PA.—‘the council has granted several 
electric railw privileges. Fifth St. was given to 
che Media, Middletown, Aston & Chester line, giving 
that road an entrance into the heart of the city; sixtu 
St. to the Philadeiphia & Delaware, connecting the 
Philadelphia system with the Chester & Wilmington 
lines, and the People’s line running to Rockdale and 
Glen Riddle was also given rights over this street. 

FRANKLIN, PA.—It is reported that surveys will 
be made at once for the Franklin & Oil City Electric 
= a and that the construction will be commenced 
this fall. 


PITDSBURG, PA.—The West End Electric St. Car 
Co, has made a proposition to extend its line to Castle 
Shannon provided a bonus of $30,000 is raised. A can- 
vass is now being made to secure this sum. 


UNION .CITY, PA.—The “Times” states that a 
company of New York capitalists has secured the 
right of way from Erie to Edinboro for an electric 
railway. it is stated that the read will connect with 
the proposed Cambridge & Edinboro line, and that 
eventually it wiil extend from Meadviile to Erie. There 
has been some talk also of building an electric rail- 
way from this city to Brie, by way of Wattsburg, 
Lake Pleasant, etc., and the parties interested have 
already been over the route. 

YORK, PA.—The York & Dallastown Electric R. R. 
Co. has surveyed two routes for its proposed road, 
which are now being considered. — 

NEW CASTLE, DEL.—The council has granted a 
franchise to the Wilmington & New Castle Electric 
Ry. Co. to lay tracks on four streets and the work 
will be commenced at once. 


FREDERICK, MD.—A dispatch to the Baltimore 
“Sun” states that C. D. Miridge, Myersville, and E. 
J. Smith, Frederick, have been employed by a company 
of private Capitalists to survey a route between Myers- 
vilie and Boonsboro’ ard Boonsboro’ to Keedysville, 
Washington Co., on the Baltimore & Ohio, with a 
view of extending the Frederick & Middletown Electric 
Ry. to those places. It is said that capital is now 
being enlisted from prominent Northern financiers to 
build the extension. C. F. Flook, Myersviile, who is 
interested in fhe extension, is reported as saying that 
fhe ultimate terminus of the road wili be Hagerstown. 
The contract for the first eight milés of this road 
has been awarded to the bugnes & Rigby Engineer- 
ing Co., as stated in our issue of July 27. 

UWILNG’S MILLS, MD.—A company is being organ- 
ized with a proposed capital stock of $100,000, to build 
an electric railway about ten miles long. It is to run 
from Pikesville along the Riesterstown turnpike to 
Reisterstown, and thence through private property to 
Glyndon and Emory Grove. A single track will be 
laid, with sidings every mile. The road will be 
equipped with four electric cars, similar in size and 
construction to the large cars in use on the Lake Ro- 
land elevated line, Baitimore. The power house wiil 
be built at this place, where ample water power can 
be had. The road is expected to cost about $98,0u0, 
and be completed by next spring. Alex. Y. Dolfield is 
interested. 

COLUMBUS, O.—The only bid received for a street 
railway franchise on West Mound St. was that of 
the Columbus & Harrisburg Hiectric St. Ry. Co. The 
road would be built from High St. to the city limits 
and thence to the village of Harrisburg. The bid was 
rejected on account of indefiniteness, 

CUYAHOGA FALLS, O.—TIhe council has passed 
the second reading of the ordinance granting a fran- 
chise to the Cuyahoga Falls & Akron Klectric Ky. Co. 
The consent of a majority of the property owners 
with frontage on the proposed route has already been 
secured. 


PIQUA, O.—The last rail of the Miami Valley Elec- 
tric Ry. between this city and Troy was laid Aug. 23. 
It is reported probable tnat whe line will be extended 
to Dayton as soon as the financial depression is over. 

SAGINAW, MICH.—An electric railway is projected 
between this city and Bay City, a distance of 11 miles, 
according to press reports. 

BELLEVILLE, 1ILL.—The General Electric Co. has 
been given six months in which to build an electric 
railway in this city, provided $10,000 is expended on 
the tracks within 6v 8. 

BUNKER HILL, ILL.—A committee has been ap- 
aS oe ne ee 
through this city for a proposed electric railway from 
Ww er, in Montgomery Uo., to the Alton bridge. 
H. H. Fisher is manager of the railway company. 

CEDAR RAPIDS, IA.—The “Gazette’’ states that 
a movement is on foot to build an electri¢ street 
railway from Charles City to Rock. 

FREEPORT, CAL.—It is reported that plans are 
being made for an electric railw: between Sacra- 
mento and Walnut Grove by way this place. 


SANTA MONICA, CAL.—C. M. Stewart is about 


ready to receive bids for grading for a proposed elec- 
tric railway, according to reports. 


HIGHWAYS. 


NEW JERSEY.—The freeholders of Mercer county 
will receive bids at the office of J. L. i 
107 Bast State St., Trenton, until Sept. 11, for ma- 
cadamizing three public roads. 


TEXAS.—The commissioners of maptte county have 
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BRIDGES. . 
HOOSICK FALLS, N. Y.— village trustees 
voted in favor of issuing e+ for hg Bah 


Church St. bridge: estmated cost, $19,500. 


NEW YO N. Y.—Bids for constructing the new 
over the em River at Third Ave. were opened 

Aug. 29 from the followimg bidders: Michael 8. Cole- 
man, John J. r, ers & Farrell, Hart, Ander- 


son & Barr, w Stewart & McDen- 
mott, Ciinten Stephens and Sooysmith & Co. There 
are 118 items in each bid, and several days will be re 
quired to tabulate the detaiis; chief engineers’ esti- 
mate, $1,125,000, 

BALTIMORE, MD.—F. H. Smith, Consult. Engr., 
has prepared plans for a viaduct to avoid grade cross 
ings on Eastern Ave.; length, 1,500 ft.; estimated 
cost, $45,000, 

CLEVELAND, O.—Bids are asked until Sept. 20 for 
setae dae ee — oe —— founda 

ms and a es to the bridge over alley Ry. 
at South Water St. J. H. Farley, Dir. Pub. Wks. 

a pra he Van Buren peiien Co. has 
been incorpora © build a bridge at s pl : 
capital stock, $3,500. = 

WHARTON, TEX.—The county commissioners have 
voted to advertise for plans and specifications for a 
free bridge to be built over the Colorado River at this 
place, the cost not to exceed $23,000. 

DENVER, COLO.—The board of public works is 
considering a petition for a viaduct over Fortieth St.; 
estimated cost, $20,000. 

MONTREAL, QUE.—Press reports state that the 
Grand Trunk Ry. Co. will widen the Victoria bridge; 
also that a new bridge will be built across the Si 

alongside the old one and on the old piers, 
which will be extended. It would be a double track 
open bridge, and the construction would be commenced 


at once, 
WATER-WORKS. 

AUBURN, ME.—The contract for laying 3,000 ft. 
24-in. pipe from the city farm to the lake has been 
awarded to Bearce & ord, Lewiston, at $16,196. 

ROCKLAND, ME.—The stockholders have author 
ized the Rockland Water Co. to purchase pipe and 
award contracts for the new works. 

HAVERHILL, N. H.—It is reported that the Graf- 
ton county farm is to have a new supply. 

HENNIKER, N. H.—F. B. Colby, C. B. Child ana 
A. G. Preston have been appointed a committee to 
see what arrangements can be made with the Hen 
— Spring Water Co. for a supply for fire protec 
tion. 

SUNCOOK, N. H.—A press report states that the 
works, formerly owned by S. 8S. Ordway, Woburn. 
Mass., have been taken under mortgage foreclosure 
by Frank Jones, Portsmouth, and that parties from 
ae and Concord are considering the purchase 

them. 


BURLINGTON, VT.—The plans for the extension of 
the intake into Lake Champlain have been completed 
and the work will soon be advertised, according to 
reports. About 24 miles of 24-in. cast iron pipe wil! 
be required, as stated in our issue of July 13. 

CLINTON, MASS.—The commissioners are consider 
ing different plans for increasing the supply. 

GREENFIELD, MASS.—The commissioners have pur 
chased a 120,000-galion pump of the Deane Steam 
Pump Co., Holyoke. A dam across Leyden brook is 
proposed at an estimated cost of $10,000. 

COHOCTON, N. Y.—An election will be held Sept. 
7 te vote on an issue of bonds for $22,500 for works. 

DOLGEVILLE, N. Y.—Bids are asked until Sept. 16 
for works, as stated in our advertising columns. The 
plans contemplate a dam and reservoir, laying 56,000 
lin. ft. 12 to 4-in. cast iron pipe, 60 hydrants, etc. F. 
K. Baxter, Engr. 

KINGSTON, N. Y.—An election has been called for 
Sept. 5 to vote upon the question of building new 
works. 

LEROY, N. Y.—The trustees have voted to extend 
the mains 900 ft. and put in three additional hydrants. 

McOONNELLSVILLE, N. Y.—T. Chrestian, Pres. 
McConnellisville Water Co., informs us that a gravity 
system is being put in for drinking purposes; popula- 
tion, 300. 

MONTGOMERY, N. Y¥.—A meeting was held Aug. 
29 te vote on the question of works; estimated cost. 
$18,000, 

NEWBURG, 
voted. 

OLEAN, N. Y.—J. KEK. & A. L. Case have contracted 
te secure a supply of 1,000,000 arnaet per day from 
wells, which are now being drill 

PINE N. ¥.—The Pine Water Co. will award 
the contract for a gravity supply to R. W. Hill, the 
work to commence about Sept. 1; estimated cost, $15,- 
UU; population, 500. 

SHERMAN, N. Y.—T. J. Newell, Vil. Clk., writes us 
that a private company of residents of the town will 
probably put in works next spring, the supply to be 
from springs; population, 950. 

STAMFORD, N. Y.—The Stamford Water Co. is re- 
ported as planning to construct an additional reservoir 
100 ft. higher than the present one. 

WEST TROY, N. Y.—The village trustees have re- 
Water-W ant & soumicinel pitt, to Coins Os 
Water-Works Co. a S- 
cussed. The village has heretofore paid $10,000 a year 
for a supply, but both the quality und the quautity 
during the past year have caused much complaint, ac- 
cording to reports. 

BAYONNE, N. J.—The city is considering plans for 
& new supply. 


N. Y.—Bonds for $40,000 have been 


® 200,000-galion. steam pump wi amiced a ‘ane 
tatt's Pond to secure an tional supply; estimated 
cost, $4,000. 
hn eet ae een ta 
contention Ween water is ‘tlemty "ae 000 gallons 
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per day, and that active measures are being considered 
for increasing the supply. 

BELLWOOD, PA.—The Bellwood Water Co. has 
awarded the contract for pipelaying to A. H. Coon & 
Co., Tyrone. 

CONEMAUGH, PA.--The Conemaugh & Franklin 
Water Co. wishes bids for hydrants, lead pipe, house 
connections, etc.; also for about 200 valves. F. D. 
Confer, Secy. 

DALLAS, PA.—The Dallas Water Co. has been in- 
corporated; capital stock, $10,000. 


ETNA, PA.—The borough has voted to issue bonds 
for $85,000 to purchase the plant of the Etna Water- 
Works Co. 


GREENFIELD, PA.—The town is reported as prac- 
tically without water and much interested in the 
auestion of a supply. 


MAHANOY CITY, PA.—The commissioners are ad- 
vertising the sale of 4%% water bonds for works. R. 
T. Lewis, Comr. 

MEYERSDALE, PA.—S. B. Philson, Secy. Sand 
Spring Water Co., writes us that the contract for 
works has been awarded to A. F. John, Meyersdale. 
The supply will be from a mountain stream and the 
works are estimated to cost about $25,000. Jas. H. 
Harlow & Co., Engrs., Pittsburg. 


WYALUSING, PA.—A company is being organized 
to put in works. The reservoir will probably be about 
2% miles from the borough. 

UPPER MARLBORO, MD.—The citizens are trying 
to secure an artesian supply. 

WASHINGTON, D. ©.—It is proposed to lay mains 
in unimproved streets so that the pavements will not 


have to be disturbed after the streets have been im- 
proved. 


GRAFTON, W. VA.—The election Aug. 21 resulted 
485 votes to 67 in favor of spending $50,000 for works. 
Alexander Potter, New York, has been engaged by the 
council to prepare the plans. 


BELLAIRB, O.—The council has sold water-works 
bonds for $25,000. 


CAMBRIDGE, 0.—The council has contracted with 
John I’. Martin, Xenia, for works, subject to a vote 
of the le. The ordinance provides for 12 or 13 
miles of 14 to 4-in. mains, with 125 double-delivery 
fire hydrants, and a 20 x 120-ft. steel standpipe. The 
village is to pay $48 per year for each of the 125 fire 
hydrants and $40 per year for each additional one. 
The plant is to be completed within 18 months and 
within 60 days thereafter the village may buy it for 
$112,000, otherwise the contract is for 20 years. 


CINCINNATI, O.—Bids were opened Aug. 26 for 
four steel tanks for Price Hill, each to be 30 x 30 or 
30 x 50 ft. and supported by an iron trestle or ma- 
sonry foundation. The bids, according to the ‘‘Com- 
mercial Gazette,’’ were as follows: 

Tron 
30x30. 3OxDO. work. 
Cincinnati Architectural Iron 


Dc cdetcebecss ¢ebhevecees $24,861 $29,233 
Toppet & Wood, New Jersey.. 31,815 38,973 ..... 
Stacey Mannfa turing Co...... 28,357 41,246 ..... 
L. Schrieber & Sons.......... 31,746 51,504 $1,440 
L. Schreiber & Sons (if holes are 

POM in ks Seccccese  sousss 29,131 ee eiéek 
Riter & Conley, Pittsburg...... 21,708 $230,408 ..:.. 
Columbus Bridge Co. (punched). 21,527 28,327 ..... 
M._ Clemens SE, Sv decae damn 27,457 41,960 ..... 


——The citizens of Clifton Heights have petitioned the 
board of administration for a better supply. 

LOCKLAND, O.—The council has accepted a propo- 
sition of the Reading water-works trustees for a sup- 
ply, at prices ranging from a per 1,000 gallons 
for 25, gallons 4 cts. if 150,000 gallons are used. 

MADISONVILLB, O.—The citizens have voted to 
issue bonds for $5,000 for improving the system. 

MANSFIELD, O.—There is talk of constructing a 
reservoir at n estimated cost of $25,000. Other plans 
are also being considered to secure an increased sup- 
ply. 

ORRVILLE, 0.—The opening of bids for works has 
been postponed 10 days from Aug. 22, pending the 
sale of bonds now being negotiated. Alexander Pot- 
ter, Consult. Engr., New York. 

PLAIN CITY, O.—Bonds for $30,000 for works and 
electric lights are being advertised. 

GRAND RAPIDS, MICH.—Mayor Stuart is urging 
the council to secure a better supply at once. 

HOUGHTON, MICH.—An election will be held Sept. 
11 to vote on an issue of bonds for $10,vv0 for a new 
reservoir and to extend the mains to East and West 
Houghton. , 

HOWELL, MICH.—The citizens have voted, 474 to 
54, in favor of bonds for $39,000 for works. 

MARCELLUSA, MICH.—It is reported that works 
will be constructed. 

HIGHLAND PARK, ILL.—Joseph G. Fat:on, Evans- 
ton, has been awarded the contract for laying an in- 
take pipe 2,000 ft. into Lake Michigan for the new 
supply. About 40 16-in. Falcon flexible nts will be 
used, The Addystone Pipe & Steel Co., cinnati, O., 
will furnish the pipe. A settling well and pump-house 
are to be built. W. S. Shields, Engr., ee = 

HAM, —Pians for works ve been pi 
watade eet =a , including a standpipe oo 
ft. high. The question not yet been voted upon by 
the people. 


STANFORD, ILL.—There is talk of a special elec- 
tion to vote on the question. 

VIRDEN, ILL.—It is reported that works will be 
put in. 

SENTRALIA, —A tion for works has 
neon iene ae tbe aobaall which it is reported will 
probably be accepted. 

HILLSBORO, WIS.—The citizens have voted in 
favor of works by a majority of 14 votes. 

SOUTH MILWAUKEE, WIS.—It is stated that unless 


C. E. Gray & Co., to whom a wae Feeney 
warded, commence work on a before Oct 
the village board will strange municipal » works. 





An election is proposed to vote bonds for this purpose; 
estimated cost, $15,000 for a supply from springs or 
$50,000 for a supply from Lake Michigan. 

ATCHISON, KAN.—The Atchison St. Ry. & Electric 

Light Co. has been granted a franchise for works. 

LAWRENCE, KAN.—The Kansas Water & Light 
Co. closed its plant Aug. 25, owing to a disagreement 
with the city, and the city is reported as wholly with- 
out a supply. 

NORFOLK, NEB.—An election will be held Sept. 25 
to vote on an issue of $40,000 of 20-year 6% bonds for 
yurchasing the works of the Norfolk Water-Works Co. 
fhe city pays the company $4.620 per year hydrant 
rental, with $60 per year for each additional hydrant. 

SYRACUSE, NEB.—A committee has been appointed 
to investigate the question of works. 


DELL RAPIDS, 8S. DAK.—The city authorities are 
reported as prospecting for a supply, for which bonds 
have been voted. 

SPEARFISH, S. DAK.—The question of meters and 
of a reservoir are being considered. 

ANDERSON, MO.—The contract for works has been 
awarded to Jno. Gabriel, Carthage. 

LEBANON, MO.—J. A. Smith, St. Louis. is preparing 
plans for works for the Lebanon ‘Journal.’ 

EL PASO, TEX.—An election will be held Sept. 12 
to vote on an issue of water bonds for $175,000. 

FORT WORTH, TEX.—The council has voted to con- 
struct a dam across the Clear Fork: estimated cost, 

2.500; capacity of reservoir, 21,000,000 gallons. 

ASPEN, COLO.—It is reported that the money for 
the proposed works is about secured and that con- 
struction will soon be commenced. 

COLORADO SPRINGS. *COLO.—The council has 
voted to issue $15,000 of 8% bonds to run one year for 
the work noted in our issue of Aug. 17. 

EDDY, N. MEX.—The City Water-Works Co. has 
been incorporated by W. A. Hawkins, Frederick Do- 
minice, J. A. Eddy and others; capital stock, $100,000. 

BALLARD, WASH.—Stewart K. Smith. Cy. Engr., 
writes us that an election will be held Sept. 13 to vote 
on an issue of bonds. of which $69.000 would be for 
works, but that no definite plans have yet been made. 

COLVILLE, WASH.—R. B. Thomas, Cy. Engr., is 
preparing plans for works estimated to cost about 
$20.000. It has not yet been decided whether the city 
will construct the works or grant a franchise. 

SPOKANE, WASH.—The council has engaged Riblet 
& Huber, Spokane, to prepare plans for the new works. 
The plans are expected to be ready in September and 
are to be approved by an engineer of national repu- 
tation, selected by Riblet & Huber. The council has 
not vet decided whether the work will be done by con- 
tract or day labor. 

NEWBERG, ORE.—The question is being discussed. 


OAKLAND, ORE.—An election has been held to vote 
on the question of works. 

PORTLAND, ORH.—It is reported that the contracts 
for the three reservoirs have been awarded to the 
lowest bidders, the construction to be commenced at 
soon as possible. The bids received for the reservoirs 
and also for laying the submerged pipe were pub- 
lished in our issue of last week. 

SANTA ROSA, CAL.—Plans have been prepared for 
a supply from wells. and bonds for $165,000 have been 
voted. The city had a population of 5.216 in 1890, and 
has no other indebtedness. The construction of the 
proposed works depends upon the sale of the bonds. 
Newton V. V. Smyth, Cy. Engr. 

DE SMET, IDAHO.—It is reported that works will 
be constructed. 

BEAUFORT, QUE.—The Beaufort Asylum has been 
granted authority to secure a supply.——The council 
of Limoitou (St. Roch, North) has decided to acquire 
a spring some miles beyond the asylum at this place 
and build works; estimated cost, $48,740. 

HULL, QUE.—An election will be held in September 
to vote on an issue of bonds for $40,000, for exten- 
sions and street improvements. 

SPRINGBANK, ONT.—The works are being ex- 
amined with a view to increasing the supply and im- 
proving the pumping capacity. 

PORTAGE LA PRAIRIE, MAN.—The Portage la 
Prairie Land & Power Co. is being organized by Geo. 
H. Webster, Engr., and others to develop water power 
privileges and to construct and operate water-works in 
this place; capital stock, $100,000. 


SEWERS. 

LACONIA, N. H.—Bids are asked until Sept. 11 for 
7,845 lin. ft. 15-in., 1,805 lin. ft. 10-in., 8,815 lin. ft. 
8-in., and 20,335 lin. ft. 6-in. vitrified pipe sewer, as 
stated in our advertising columns. Wm. Nelson, Supt. 


BEVERLY, MASS.—The town has voted to issue 
bonds for $100,000 for a system. 


SHELBURNE FALLS, MASS.—E. E. Davis, North- 
ampton, is preparing plans. 

WALLINGFORD, CONN.—Fraray Hale, Clk., in- 
forms us that the borough will buy about 5,000 lin. 
ft. 24 to 12-in. tile and employ men out of work to 
construct the sewers. 


JOHNSTOWN, N. Y.—It is probable that plans will 
soon be prepared for a system. 


NEWBURG, N. Y.—The city clerk has been di- 
rected to advertise for bids until Oct. 3 for the pro- 
posed trunk sewer in West Newburg. 


NIAGARA FALLS, N. Y.—The Cataract Construc- 
tion Co. has obtained permission to construct a sys- 
tem of sewers on its property near the new station of 
Echola. 


NORTH TONAWANDA, N. Y.—T. W. Barrally, Cy. 
Engr., has prepared plans for important extensions, 
some of the work probably to be done next year. The 
work includes a combined system for the new dis- 
tricts as well as a scheme for improving the portion 
of the system constructed some years ago but which 
is now proving inadequate. Chas. C. Brown, Schenec- 
tady, is Consulting Engineer of the work. 

TER, N. Y¥.—The contract for the West Side 
en heer amined to Lee & Minahan. Paterson, 
N. J., at about $325,000. The only other bid was that of 


ye 





E. J. Rosenfield, Des Moines, Ia., and J. E. Shields, 
Rochester, at $860 above the successful bid, accepting 
the estimated quantities as corréct. The commission's 
estimate of the cost of the sewer was S586,000, 

MILLVILLE, N. J.--Plans for a system have been 
prepared by Wise & Watson, Passaic. The total length 
is about 30 miles, and estimated cost $137,000, of 
which only about half would be necessary to be con- 
structed at present. 


WILLIAMSPORT, PA.—Townsend & Co. have been 
awarded contracts at $1,357 and $10,778. D. L. Miller, 
Lock Haven, bid $1,468 and $10,835, respectively, for 
the work. 

WASHINGTON, D. C.—The distriet commissioners 
will receive bids until Sept. 2 for sewer brick and 
cement. 

ALLIANCE, ©.—Bids will be received by the City 
Clerk until Sept. 7 for 2.870 lin. ft. 18-in., 3,018 lin. ft. 
15-in., and 2,026 lin. ft. 12-in. pipe sewer: 


two con- 
tracts. L. E. 


Chapin, Consulting Engineer, Canton. 

CLEVELAND, ©.—It is reported that work will 
soon be commenced on the Walworth run sewer, about 
two miles in length. 


COLUMBUS, ©.—Bids are asked until Sept. 6 for 
three pipe sewers. F. M. Senter, Clik. Bd. Pub. Wks. 
NORWOOD, ILL.—The lowest bid fér the first seetion 


of the system was that of B. D. Barton, Cincinnati, at 
about $14.00, 


FRANKFORT, IND.—Charles C. Brown, Schenectady, 
N. Y., has prepared plans for a system of about 22 
miles for sewage only with separate storm water 
sewers for two or three small districts and one large 
one. A small stream runs through the city which can 
readily be fitted to take the storm water. but is 
neither large enough nor at low enough level to take 
the sewage. An outlet line of more than two miles 
length beyond the city limits is necessary to give a 
good and sufficient method of discharge. It is probable 
that within a few years a plant for treating the sewage 
before discharge will be necessary. The outlet line is 
24-in. pipe, and the rest of the system is 6 to 12-in.. 
the greater part being 8-in. Unless the financial out- 
look brightens no part of the system will be 
structed at present. A. J. Hammond, Cy. Engr. 

BELLEVILLE, ILL.—Edward Fladd, St. Louis, has 


prepared plans for a system; total length, 37 miles: 
estimated cost, $188,604, 


con- 


HINSDALIS, ILL.—Bids are asked until Sept. 4 
for five brick and pipe sewers. FE. P. Hinds, Vil. 
Pres. C. MeLennan, Engr., 100 Washington St., Chi- 
cago. 

LINCOLN, ILL.—Bids are asked until Sept. 7 for the 
reconstruction of the Rubicon sewer near the mouth 
of the sewer. Frank Bollin, Cy. Clk. 

PEORIA, ILL.—Bids are asked until Sept. & for 
3.632 lin. ft. 36 and 30-in. brick sewer, and 6,799 lin. 
f:. 20 to 12-in. pipe sewer, as stated in our advertis- 
ing columns. Jacob A. Harman, Cy. Engr. 

BALLARD, WASH.-—An election will be held Sept. 
13 to vote on an issue of bonds. of which $40,000 are 
proposed for sewers. Stewart K. Smith, Cy. Engr. 

HAYWARDS. CAL.—The 


4 citizens have vyoted. 248 
to 58 in favor of issuing bonds for $33,000 for a 
system. The main sewer will be five mi 








*s long, the 
disposal being into the bay at low tidewater. 


WALKERTON, ONT.—The provincial board of health 
has approved plans for a system reported to be similar 


to that_at the Agricultural College, Guelph, or at Law- 
rence, Mass. 


STREETS. 

SALEM, MASS.—The city has been directed by the 
county commissioners to advertise for bids until Sept. 
11 for a part of the proposed street over the Harmony 
Grove flats between this city and Peabody. 

BUFFALO, N. Y.—For paving Moselle St., Bird Ave. 
and Chandler St. the German Rock Asphalt Paving Co. 
bid $18,799, $14,449 and $24,987, respectively, and the 
Barber Asphalt Paving Co., $19,017, $14,185 and $24,- 
528. 

NEW YORK, N. Y.—The commissioner of public 
works will receive bids until Sept. 11 for 17 contracts 
for paving with granite blocks, flagging, etc. 

YONKERS, N. Y.—The commissioner of public works 
will receive bids until Sept. 11 for macadamizing 
Yonkers Ave. 

CAMDEN, N. J.—The Granite Block Co. has been 
organized to make Belgian and rubble blocks; Pres., 
H. D. Fling, Philadelphia; Secy., G. W. Jessup; Treas., 
W. FP. Rose. 

JERSEY CITY, N. J.—Bids are asked until Sept. 11 
for improving several streets by grading, paving, ete. 
Geo. T. Bouton, Clik. St. Comrs. 

GREENSBURG, PA.—It has been decided to pave 
portions of Main and Best Sts. and Maple Ave. 

HENDERSON, KY.—Bids are asked until Sept. 4 
for paving with brick. Jno. C. Atkinson, Mayor. 

CLEVELAND, O.—Bids are asked until Sept. 23 for 
paving Genesee St., between Hough and Wade Park 
Aves., with brick. John H. Farley, Dir. Pub. Wks. 

COLUMBUS, 0.—Bids are asked until Sept. 6 for 
paving. F. M. Senter, Clk. Bd. Pub. Wks. 

INDIANAPOLIS, IND.—The board of public works 
will receive bids until Sept. 6 for paving with cobble 
stones and brick.——Resolutions have been passed for 
improving 15 alleys and streets, including 1,820 lin, 
ft. brick paving. 

TERRE HAUTE, IND.—Bids are asked until Sept. 19 
for street and sidewalk improvements, Chas. H. Good- 
win, Cy. Clk. 

KEOKUK, IA.~—Bids are asked until Sept. 4 for 
grading, curbing and macadamizing 12th St.. from 
Seymour St. to Grand Ave. W. H. Jones, Cy. Engr. 

TACOMA, WASH.—The contract for paving Pacific 
Ave.. from 17th to 25th St.. has been awarded to 
the Tacoma Bituminous Paving Co., at $609,950. 


ELECTRIC LIGHT AND POWER. 


TON. MASS.—Bids are asked until Sept. 5 for 
airing the buildings for contagious diseases at city 
hospital for electric lighting. Edmund M. Wheelwright, 
City Architect. 











WINTHROP, MASS.—The selectmen have been in- 
structed to make a five-year contract wich the North 
Shore Hlectric Light Co., at $72 per year for are lights 
and $15.50 for incandescent lights, the lights to burn 
until 1:30 a, m. 

WESTERLY, R. L—The Westerly Gas & Electric 
Light Co. has been awarded a contract for 60 incan- 
descent lights of 25 c. p., at $15 per light per year. 

KINA, PA.—The citizens have voted to issue bonds 
for $15,000 for an electric light plant, 

FOREST CITY, PA.—The borough has granted an 
exclusive franchise for five years, and contracted for 
lights at $75 each per year if used all night, or $60 
if burned until one o'clock. 

MUNCY, PA.—The council has granted a franchise 
to the Muncy Electric Light Co. Henry Lenhart, Phil- 
adeiphia, is organizing the company, which will be 
composed mostly of local parties. 

. MADISONVILLE, O.—At a special election Aug. 26, 
the citizens voted to issue bonds for $15,000 for an 
electric light plant. 

WASHINGTON .C. H., O.—The Washington Electric 
Light, Heat & Vower Co, has increased its capital 
stock from $10,000 to $30,000. 

WESTWOOD, 0O.—-Bonds for $25,000 for an electric 
light plant were @oted some time ago, and it is thought 
that the council wili take some action on the matter 
at the next meeting, Sept. 4. 

RICHMOND, IND.—A franchise has been granted to 
the O. C. Irwin & Co. The question has been under 
discussion several months, 

DETROIT, MICH.—The contract for conduits for 
the municipal electric light plant has been awarded 
to Liphardt & Winterhalter, Detroit. The itemized 
bids were published last week. 

WAUWATOSA, WIS.—Bids are asked by the Village 
Clerk until Sept. 4 for eight 2,000-c. p. are lights and 
60 20-c. p. incandescent lights for five years. 

BOONE, 1A.—The Boone Electric St. Ry. & Light 
Co. is putting in a plant for both lighting and power 
purposes, The completed plant is estimated to cost 
about $125,000. The work is being done by Westing- 
house, Church, Kerr & Co. 

CLEBURNE, TEX.—The Cleburne Water, Ice & 
Lighting Co. has been awarded a contract for seven 
1,600-c, p. are lights and 80 32-c, p. incandescent lights, 
at $1,800 per year. 

BALLARD, WASH.—An election will be held Sept. 
183 to vote on an issue of bonds, of which $11,000 are 
eer for electric lights. Stewart K. Smith, Cy. 
ongr. 

PORTAGE LA PRAIRIE, MAN.—The Portage la 
Prairie Land & Power Co. is being organized to de- 
velop the water power privileges on the Assinaboine 
River or other streams. Dams and power houses are 
sroposed, and electricity would be generated for light 
ing, heating and power purposes. George H, Webster, 
Engr., is interested; capital stock, $100,000, 

SANTIAGO, CHILE.—Bids are asked until Dec. 30 
for lighting the streets and public squares of the city 
by electricity. Information can be obtained of the 
Consul-General in New York, or of the consular offices 
of Chile in either Philadelphia, Boston or Chicago. 


NEW COMPANIES.—Midwood Electric Light, Heat 
& Vower Co., Flatbush, N. Y.; $50,000; William Mat- 


thews, A. 1. Ditmas, J. Z Lott, 8. L. Vanderveer. 


CONTRACT PRICES. 


VIPE.—Evansville, Ind. 
in. pipe has been awarded by 
tees to Dennis Long & Co., Louisville, Ky., at 
per ton. 

Auburn, Me.—The contract for 3,000 ft., about 300 
tons, 24-in. cast iron pipe has been awarded to R. D. 
Wood & Co., Philadelphia, at $28.60 per gross ton 
delivered in this city. 

Conemaugh, Pa.—The Conemaugh & Franklin Water 
Co. has awarded the contract for all pipe to the Na- 
tional Foundry & Pipe Works, Scottdale, at $22.80 per 
ton. F. D. Confer, Secy. 

SEWER BRICK.—Portland, Me.—A contract for 250,- 
000 brick for sewer construction has been awarded to 
Melvin Hamblet, Deering, at $8 per M. Geo. N. Fer- 
nald, Cy. Engr. 

CEMENT.—Portland, Me.--Carleton Bros. & Co., Pori- 
land, have been awarded a contract for 1,000 bbls. 
American cement, Hoffman brand, at $1.18, and 100 
bbls. Portland cement, Booth brand, at $2.40. 

PAVING BRICK.-—Quincy, Ill.—A_ contract = for 
1,000,000 paving brick has been awarded to the St. 
Louls Paving Brick Co., Galesburg, at $10.25 per M. 
f. o. b. in this city. The Galesburg Brick & Terra 
Cotta Co. bid $10.75. 

WATER-WORKS.—Piedmont, W. Va.—The contract 
for the construction of water-works Was awarded to 
L. G. Hallock, Wheeling, at $36,100, as stated in 
our issue of last week. Separate bids on material 
were received from 16 firms, the prices ranging as 
follows: For two duplex pumping engines, 750,000 
gallons capacity each, and two horizontal tubular 
boilers, 70 HP., $2,950 to.$5,600; brick pumping sta- 
tion with suction well and intake dam, $3,072 and 
$4,600; 4, 6 and 10-in. cast iron pipe, $23.40 and $24 
per ton; special castings, $2.50 and $2.64 per cwt.; con- 
structing masonry reservoir, 200 x 70 ft. and 10 ft. 
deep, walls of broken range rubble in cement; $9,000 
to $13,500; rock excavation, $3 to $3.60 per cu. yd. 
(one bid at $1); double nozzle hydrants, $22 to $25.50 
each; gate valves, 4-in., $6 to $8; 6-in. $9 to $12.90 
10-in., $19.50 to $26.50; street valve boxes, 4-in., $2.50 
to $4; G-in., $2.50 to $4.25; l0-in,, $2.50 to $4.75; 
trenching and pipe laying, mains 4 ft. deep, 4-in. pipe, 


A contract for 100 tons 6- 
the water-works trus- 
$20.39 


16 to 30 ects. per lin. ft.; 6-in., 22 to 35 ets.; 10-in., 

30 to 65 cts.; 10-in. check valves, $25 to $38. Alex- 

ander Potter, Designing Engr., New York. 
SEWERS.—Boston, Mass.—The following bids were 


received for section 44% of the main sewer, in Win- 
chester: 1, Jones & Meehan, Jamaica Plain. $44,900; 
2, T. F. Crimmings and D. C. Collins, Somerville, $39,- 
922: 3, Everson & Liddle, Providence, $39,871; 4, John 
Sheehan, Lynn, $37,155; 5, Chris. McBride, Brighton, 
$35,320; 6, Thos. J. Young & Co., Boston, $55,098; 
7, National Con. Co., Boston, $33.005: 8. Chas. Line- 
han, Cambridge, $32,485; 9, Weaving, Booth & O©o,, 
Dorchester, $31,047. 





ENGINEERING NEWS. 


The work is given in this order: A, Barth excava- 
tion and refill, 35 x 39 and 33 x 87 ins., 5,700 lin. ft.; 
Bb, brick masonry, American cement, 970 cu. yds.; ©, 
Portland cement, 370 cu. yds.; D, concrete masonry, 
American, 350 cu. yds.; E, Portland, i380 cu. yds.; F, 
spruce tumber in place, 15 M. ft. B. M. 


1 A 2. 4. 5. 6. 7. 8, 9. 
A ...$3.80 $3.15 $3.00 $3.00 $2.60 $2.65 $2.40 $2.00 $2.20 
B_ ...14.00 13.50 13.50 12.40 12.50 12.15 11.90 13.00 11.75 
C....16.00 14.75 15.50 14.00 14.00 13.75 13.25 16.00 13.20 
D_ .... 6.00 5.75 6.50 4.50 5.00 5.00 4.50 4.00 3.40 
BE .... 8.00 6.75 8.20 5.75 6.50 6.50 6.00 6.00 4.85 
F ...40.00 35.00 40.00 95.00 40.00 35.00 35.00 25.00 27.00 


Portland, Me.—A contract for 1,015 lin. ft. of 60 
75-in. masonry sewer has been awarded to Thos. Shan- 
nahan, Portland, at $4,677, as noted last week. Geo. 
N. Fernald, Cy. Engr., informs us that the city will 
furnish all masonry except stone for rubble ma- 
sonry, and that all material will be delivered 
near the line of work by the city, except broken 
stone for concrete and sand, which the contractor will 
haul about 500 ft. The prices were as follows: Earth 
excavation, 2,400 cu. yds., at 50 cts.; rock excavation, 
$3.50; concrete masonry, 500 cu. yds., $2; brick ma- 
sonry, 340 cu. yds., $4.50; rubble masonry, 86 cu. 
yds., $4; pipe laying, 120 lin. ft., 3 cts.; spruce or 
hemlock, 8 M. ft. B. M., $15; earth filling, 1,200 en. 
yds., 40 cts.; sheeting left in place, $10. 


MACADAMIZING.—Elizabeth, N. J.—Louis Quien, 
Co. Engr., opened bids Aug. 22 for the following work: 
Newark Ave., 1, excavation, 2,000 cu. yds.: 2, filling, 
1,000 cu. yds.; 5, telford macadamizing, 9,200 sq. yds.; 
Springfield Ave., 1, excavation, 7,800 cu. yds.; 2, tel- 
ford macadamizing, 14.660 sq. yds.: Morris Ave., 1, 
excavation, 13,500 cu. yds.; 2, macadamizing, 5,910 sq. 
yds.; 3, telford macadamizjng, 6,700 sq. yds.; Edgar 
road. 1, excavation, 8.200 cu, yvds,; 2, telford macad- 
amizing, 18,980 sq. yds. The bids are given in this 
order: A, Hillpot & Ayres; B, Brendlinger & Near- 
ing: C, Wright & Linsley; D, Wm. Chamberlain; FE. 
T. MeManus; F, H. Lighthike; G, James Carroll: H, 
P. Faughner; I, C. W. Smith; J, J. F. Shanley. 
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: MISCELLANEOUS. 
NATURAL GAS PLANT.—Logansport, ITnd.—About 


$128,000 is reported as already subscribed toward a 
new natural gas plant. 


WHARF WORK.—Ottawa, Ont.—Bids are asked 
until Sept. 29 for the construction of a wharf at 
Grand Etang, Inverness Co., N. 8 E. F. BE. Roy, 


Secy. Dept. Pub. Wks. 


CISTERN, BOILER, ETC.—Columbia, Tenn.—Bids 
will be received at the Columbia Arsenal until Sept. 
22 for constructing a 120,000-gallon cistern; also for 
furnishing and setting in 
steam pump, ete. Capt. John E. Greer, U. S. A. 

COURT HOUSE.—Fort Worth, Tex.—The contract 
for the Tarrant county court house, recently noted in 
these columns, has been awarded to the Probst Con- 
struction Co., Chicago, at $408,000 for granite, the 
stone to be dressed in this city and the building com 
pleted in 18 months. There were 13 bids received. 

BUILDINGS.—Harrisburg, Pa.—Bids are asked until 
Sep:. 25 for a center or administration building for 
the Pennsylvania State Lunatic Hospital. Addison 
Hutton. Architect, 400 Chestnut St., Philadelphia. 


Urbana, Ul.—Bids are asked until Sept. 11 for the 
construction of an engineering building for the Unt- 
versity of Illinois. W. L. Pittsbury, Secy. 


FIRE ENGINE.—Cincinnati, O.—Bids are asked until 
Sept. 4 for a crane-neck, double-pump steam fire en- 
gine, with patent equalizing platform springs and 
forced circulating coil boiler constructed of the best 
quality of homogeneous steel of sufficient strength to 
bear twice the pressure ever required for fire service, 
to be surmounted with brass dome, and delivered in 
this city for trial and acceptance within 90 days from 
date of award of contract. Thos. Brown, Secy. Bd. 


place a boiler, iron tank, 





INDUSTRIAL NOTES. 
LOCOMOTIVES.—H. K. Porter & Co., Pittsburg, 
Pa., are about to ship 2 double-énder engines and 2 
small street motors, standard gage, to a tramway in 
Buenos Ayres, South America; also a small 30-in. 
gage engine to Santo Domingo, 
The Raub Lécomotive Works have signed a contract 


to locate their works in the south part of Elwood, 
Ind., according to a press report. 


CARS.—The Ryan-McDonald Mfg. Co., Baltimore, 
Md., is working on a government contract for double 
dump steel cars for transporting concrete, sand and 
stone. It has a contract also with the Standard Oil 
Co. for six steel tanks to be erected in different states 
in the South. , 


The Michigan-Peninsular Car Co., Detroit, 
has shut down for a period of three months. 


BRICK PLANTS.—Thomas Carlin’s Sons, Allegheny, 
Pa., are about starting a new red brick plant for the 
Builders’ Suppiy Co. The large plant of the J. M. 
Rumbaugh Brick Co., which was built by them, con- 
tains some of their largest and heaviest grinding ma- 
chinery for making red brick from shale rock, and it 
is claimed that they turn out the finest brick in the 
Pittsburg market. The capacity is about 60,000 per 
day. ‘ 

ARCHITECTURAL PHOTOGRAPHS.—Chas. Stad- 
ler, Civil Engineer, and Henry E. Torgersen, Archi- 
tect, have formed a partnership with the firm 
name of Stadler & Torgersen, to make a specialty 
of taking engineering and architectural photographs 


Mich., 


Aug. 31, 1893. 





in Chicago, or any other part of the country where the 
work is of suflicient magnitude to Facyn J their sub- 
mitting propositions. They are also introducing a new 
svrocess for photographing drawings, etc., which gives 
lack lines on a white ground instead of chocoiate 
colored lines on a tinted ground, as in the ordinsg® 
pootarers. Offices, 1,641 Unity Building, Chicago, 


THE LITOFUGE BOILER COMPOUND is being ex- 
tensively used in the boilers of street railway power 
stations. In San Francisco, for example, the San 
Mateo power station, the Sutter St. line, and the Fer- 
ries & Cliff House Ry. are using it, and praise i: 
heartily for its value in removing scale. On the othe: 
side of the continent the Lime Rock R. R. Co., of 
Rockland, Me., have used it in locémotive boilers for 
two years, and state that they consider it invaluable. 


THE ANDERSON & BARR CLAY CO. has been 
organized by Messrs. John F. Anderson and C. C. 
Bart, the well known contractors, and a large plant, 
for the manufacture of vitrified paving brick ani 
pressed building brick, has been erected at Streator, 
Ili, The clay is dug from the bank by a steam shovel, 
is ground, mixed and molded by machinery of the 
latest pattern and is burned in a continuous kiln. The 
total capacity of the complete plant is expected to 
reach an output of 48,000, bricks per annum. 


THE DODGE MANUFACTURING CO., Mishawaka, 
Ind., has issued a neat souvenir pamphlet describing 
the company’s extensive exhibits at the Columbian 
Exposition, and giving a brief account of the mar- 
velous growth of the company’s business, which has 
developed from a little wooden two-story 20 x 40 ft. 
shop in 1878 to a plant covering 60 acres at present, 
with a total floor area in factories and warehouses of 
16 acres. Some interesting features of modern power 
transmitting machinery are described, and the book 
is finely illustrated. 


NEW COMPANIES.—The Bucyrus Steam Shovel & 
Dredge Co., South Milwaukee, Wis.; $150,000; John 
M. Millman, A. W. Robinson, W. B. Crittenden.— 
Indiana Gas Generating Machine Co., Chicago, II; 
$125,000; John A. Enos, G. G. Beresford, J. P. W. 
Brown. . 


Proposals for txcavating. 


SANITARY DISTRICT OF CHICAGO. 
—TO CONTRACTORS. 


Sealed proposals addressed_to the Board 
of Trustees of the Sanitary District of Chi- 
cago and indo 


“Pro for Excavating a Portion of the 
Main Drainage Channel’ will be received 
by the Clerk of the said Sanitary District 
at Room H, Rialto Building, Chicago, II1., 
until 12 m. (standard time) of Wednesday, 
the 4th day of October, 1893, and will be 
publicly opened by the said Board of Trus- 
tees at the regular meeting held that day 
or at a special meeting called for that pur- 


pose. 
The work for which the said tenders are 
invited is the excavation of that portion of 
the main drainage channel for the said 
Sanitary District, between Willow Springs 
and Joliet, Ul., known as contract sections 
two (2), three (3) and four (4), and con- 
sists in all of about 1,484,800 cubic yards of 
rock, of about 2,179,500 cubic yards of 
earth, the building of about 76,466 cubic 
- yards of dry rubble walls. 
Each of said sections will be treated as 
a ee mage contract in canvassing the pro- 
posals and making awards. As all awurds 
will be made by individual sections, each 
bidder must make prices for each section 
arate and distinct from every other. 
ach proposal must be accompanied by a 
certified check or cash to an amount equal 
to $3,000, multiplied by the number of sec- 
tions bid upon. : 
All certified checks must be drawn on 
some responsible bank doing business in the 
city of Chicago, and be made payable to 
the order of the Clerk of the Sanitary Dis- 
trict of Chicago. Said amount of $3,000 for 
each section will be held by the Sanitary 
District until all of said p s have been 
canvassed and contracts awarded and 
signed, the return of said check or cash 
being conditioned upon any bidder to whom 
an award of any portion of said work may 
be made appearing within ten days after 
notice of such award being given, with 
bondsmen, and executing a contract with 
the Sanitary District for the section or 
. Sections of said work so awarded, and giv- 
ing a bond satisfactory to said Board of 
Trustees for the fulfillment of the same in 
the amount of —" for each section of 


work awa 

All proposals must be made upon blank 
forms furnished by the Sanitary District 
and must give the price for each separate 
item of work. 

The bids will be compared on the basis of 
the engineer’s approximate estimate of 
quantities, which will be furnished with 
copies of the specifications. 

© proposal will be considered unless the 
porty making it shall furnish evidence sat- 
sfactory to the Board of Trustees of his 
ability to do the work, and that he has the 
necessary pecuniary resources to fulfill the 
conditions of the contract, provided such 
contract shall be awarded him. 

Bidders are required tu state in their pro- 
posals their individual names and places of 
residence in full. 








Specifications and plans may be seen at 
the office of the lef Engineer, Rialto 
Building, Chica ‘ 

The said Board of Trustees reserves the 
eo to re apy and all bids. 

SANITARY DISTRICT OF CHICAGO, 
FRANK WENTE 


Previdennot its rd of aeeatene. 
Attest: THOMAS F. Ey. A 
Chicago, Iil., Aug, 5, 1893, 82-8t 





